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POLLUTION  PREVENTION 
Vessel  and  Oil  Transfer  Facilities 

The  Coast  Guard  is  considering 
amending  the  pollution  regulations  by 
adding  three  new  Parts,  154,  155,  and 
156,  to  Subchapter  O  of  Title  33,  Code  of 
Federal  Regulations,  to  govern  the  op¬ 
eration  of  facilities  and  vessels  and  the 
transfer  of  oil  to  or  from  certain  ves¬ 
sels  to  prevent  the  discharge  of  oil. 

Interested  persons  are  invited  to  par¬ 
ticipate  in  the  making  of  the  proposed 
rule  by  submitting  written  data,  views, 
or  comments  regarding  the  proposal  to 
the  U.S.  Coast  Guard  (CMC),  Washing¬ 
ton,  D.C.  20590.  Communications  should 
identify  the  notice  number,  CGFR  71- 
160,  any  specific  wording  recommended, 
rea.sons  for  any  recommended  change, 
and  the  name,  address,  and  organiza¬ 
tion.  if  any,  of  the  commentator. 

The  Coast  Guard  will  hold  a  public 
hearing  on  February  15,  1972  at  9:30 
a.m.  in  Conference  Room  2230,  Depart¬ 
ment  of  Transportation,  Nassif  Building, 
400  Seventh  Street  SW.,  Washington,  DC. 
Interested  persons  are  invited  to  attend 
the  hearing  and  present  oral  or  written 
statements  on  this  proposal. 

All  communications  received  before 
February  21,  1972,  or  at  the  hearing,  will 
be  fully  considered  and  evaluated  before 
final  action  is  taken  on  this  proposal. 
Copies  of  all  written  communications  re¬ 
ceived  will  be  available  for  examination 
in  Room  8234,  Department  of  Transpor¬ 
tation,  Nassif  Building,  400  Seventh 
Street  SW..  Washington,  DC,  both  before 
and  after  the  closing  date  for  the  receipt 
of  comments.  The  proposal  contained  in 
this  document  may  be  changed  in  the 
light  of  the  comments  received. 

On  April  3,  1970,  the  President  .signed 
the  Water  Quality  Improvement  Act  of 
1970  w'hich  amended  the  Federal  Water 
Pollution  Control  Act  (FWPCA).  Section 
11  of  this  Act,  concerning  control  of 
pollution  by  oil,  states  in  part,  “The  Con¬ 
gress  hereby  declares  that  it  is  the  policy 
of  the  United  States  that  there  should 
be  no  discharge  of  oil  into  or  upon  the 
navigable  waters  of  the  United  States, 
adjoining  shorelines,  or  into  or  upon  the 
waters  of  the  contiguous  zone.” 

At  the  NATO  Committee  on  the  Chal¬ 
lenges  to  Modern  Society  (CCMS)  meet¬ 
ing  in  Bmssels  in  November  of  1970,  Sec¬ 
retary  of  Transportation  John  Volpe 
proi>osed  “by  mid-decade  (1975)  a  com¬ 
plete  halt  to  all  Intentional  discharges  of 
oil  and  oily  wastes  into  the  oceans  by 
tankers  and  other  vessels”.  This  goal, 
modified  to  include  “other  noxious  sub- 
ftances”,  has  been  established  as  the 
najor  objective  of  the  Oil  Pollution  Con- 
.erence  to  be  held  in  1973  under  the 
'A  llspices  of  the  Intergovernmental  Mari¬ 
time  Consultative  Organization  (IMCO). 


A  review  of  pollution  incident  statis¬ 
tics  and  the  progress  of  vountary  in¬ 
dustry  programs  since  amending  the 
FWPCA  indicates  that  regulatoi-y  action 
is  necessary  to  meet  our  stated  goals. 
Therefore,  acting  under  the  authority  of 
section  ll(j)(l)  of  the  FWPCA,  which 
provides  in  part:  •  the  President 

shall  issue  regulations  •  *  •  (C)  estab¬ 
lishing  procedures,  methods,  and  require¬ 
ments  for  equii)ment  to  prevent  dis¬ 
charges  of  oil  from  vessels  and  from  on¬ 
shore  facilities  and  ofTshore  facilities, 
and  (D)  governing  the  inspection  of  ves¬ 
sels  carrying  cargoes  of  oil  and  the  in¬ 
spection  of  such  cargoes  in  order  to  re¬ 
duce  the  likelihood  of  discharges  of  oil 
from  such  vessels  in  violation  of  thi.s  sec¬ 
tion,”  the  Coast  Guard  is  considering 
regulations  in  four  general  problem 
areas.  These  are:  tank  cleaning  and  bal¬ 
last;  bilges,  leaks,  and  fueling  spills: 
vessel  casualties;  and  facility  (terminal) 
or  oil  transfer  operations. 

The  tank  cleaning  and  ballast  dis¬ 
charge  problem  principally  occurs  in  in¬ 
ternational  waters  and,  due  to  the  rela¬ 
tive  fleet  sizes,  results  primarily  from 
vessels  other  than  U.S.  flag  vessels.  This 
problem  is  under  active  consideration  by 
the  Intergovernmental  Maritime  Consul¬ 
tative  Organization  (IMCO)  and  can 
only  be  resolved  by  international  agree¬ 
ment.  Therefore,  in  developing  these  reg¬ 
ulations  consideration  of  the  deliberate 
discharge  problem  has  been  limited  to 
implementing  the  1969  amendments  to 
the  Convention  for  Prevention  of  Pollu¬ 
tion  of  the  Seas  by  Oil,  1954,  as  amended. 
However,  it  should  be  noted  that  shore 
reception  of  dirty  ballast  appears  to  be 
the  only  feasible  solution  for  vessels  not 
able  to  use  load-on-top  procedures.  Com¬ 
ments  on  making  a  mandatory  require¬ 
ment  for  the  reception  of  slops  and  dirty 
ballast  by  terminals  are  solicited. 

Although  the  United  States  has  rati- 
fi  d  the  1969  amendments,  they  will  not 
come  into  force  internationally  for  some 
time.  Implementation  of  these  amend¬ 
ments  on  a  w'orldw'ide  basis  would  reduce 
the  deliberate  discharge  of  oil  to  the  seas 
by  nearly  90  percent.  Although  drafted 
in  regulatory  form,  the  1969  amendments 
cannot  be  promulgated  until  legislation 
is  enacted  by  the  Congre.ss  modifying  the 
1961  Oil  Pollution  Act  which  imple¬ 
mented  the  Oil  Pollution  Convention. 

The  problem  of  vessel  casualties  can 
be  divided  into  collisions  (vessel  to  ves¬ 
sel  ) ,  collisions  (vessel  to  object) ,  ground¬ 
ings,  and  other  items  such  as  fire  and 
explosions,  which  are  primarily  safety 
problems  with  pollution  as  a  secondary 
consideration.  The  problem  of  fire  and 
explosions  is  under  continuous  review 
and  analysis  and,  therefore,  special  ef¬ 
forts  in  this  area  for  pollution  preven¬ 
tion  are  considered  unnecessary. 

The  external  (to  the  vessel)  naviga¬ 
tional  and  operational  control  of  vessels 
to  prevent  collisions  and  groundings  is 
being  considered  by  Congress  ’  in  the 
Port  Safety  Bill  H.R.  8140  S.  2074  et  al. 
No  action  in  this  regard  is  presently  pro¬ 
posed  in  the  matter  of  general  maritime 
safety.  It  is  emphasized  here,  and  will  be¬ 
come  further  apparent  in  this  discus¬ 


sion,  that  maritime  safety  and  pollution 
prevention  are  intimately  related  and 
cannot  be  separated.  The  pi’oposed  regu¬ 
lations  do  consider  the  structural  ade¬ 
quacy  of  the  vessel  to  withstand  specified 
limited  energy  operational  groimdings, 
rammings,  and  collisions.  If  operational 
control  proves  inadequate,  then  vessel 
design  will  be  reconsidered. 

The  maneuvering  characteristics  of 
ves.sels  are  under  study  internationally. 
It  is  not  deemed  possible  at  this  time  to 
relate  and  resolve  the  contribution  to 
pollution  of  the  powering  and  maneuver¬ 
ing  characteristics  of  tugs  and  barges  in 
our  inland  and  coastal  watemays.  This 
potential  problem  will  be  further  studied 
and,  should  a  problem  be  determined  to 
exist,  appropriate  action  will  be  taken. 

Tlois  notice,  then,  stresses  efforts  to  re¬ 
duce  oil  pollution  from  bilge  discharges, 
leaks,  spills,  and  terminal  operations 
which  result  in  the  discharge  of  oil  into 
the  ecologically  sensitive  inland  and 
coastal  waters  of  this  coimtry.  In  de¬ 
veloping  this  proposal,  the  existing  body 
of  laws,  regulations,  policy,  and  internal 
procedures  were  examined. 

An  accompanying  notice  of  proposed 
rule  making  revises  Chapter  I  of  Title  46 
to  specify  additional  examination  and  li¬ 
censing  requirements  for  U.S.  seamen 
and  to  modify  the  inspection  and  dry¬ 
docking  requirements  for  U.S.  vessels.  In 
addition,  changes  will  be  proposed  in  the 
near  future  to  revise  Chapter  I  of  Title 
46  to  more  clearly  define  the  require¬ 
ments  concerning  the  discharge  of  liquid 
bnllast  required  for  stability. 

The  definition  of  oil  used  in  this  pro¬ 
posal  is  that  contained  in  the  act  and 
includes  the  lighter  fractions  of  the 
petroleum  distillation  process  such  as 
kerosenes,  gasolines,  and  napthas. 

Part  154  would  contain  regulations 
governing  large  onshore  and  offshore 
facilities  engaged  in  the  transfer  of  oil 
to  and  from  vessels.  A  large  facility  is 
one  which  transfers  oil  to  or  from  a  ves¬ 
sel  which  has  a  tank  capacity  for  that 
oil  of  10,000  U.S.  gallons  or  more.  These 
large  facilities  will  remain  subject  to  the 
safety  requirements  of  33  CFR  Part  126. 
These  regulations  would  not  apply  to 
small  vessel  fueling  operations  such  as 
marinas  using  insert  automatic  fill  noz¬ 
zles,  typical  of  gas  station  operations. 
Also,  they  would  not  apply  to  such  oper¬ 
ations  as  a  large  ve.ssel  taking  on  lube 
oil  at  a  dry  cargo  terminal  even  though 
the  vessel  may  have  a  fuel  oil  capacity 
greater  than  10,000  gallons. 

Subpart  A  of  Part  154  contains  tbe 
general  applicability  clauses,  definitions, 
and  the  basic  requirement  that  no  i>er- 
son  may  engage  in  oil  transfer  operations 
to  or  from  a  vessel  after  April  3.  1973, 
without  or  in  violation  of  an  oil  transfer 
permit  issued  by  the  U.S.  Coast  Guard. 
Although  33  CFR  Part  126  presently  re¬ 
quires  all  facilities  handling  hazardous 
products  to  be  a  “designated  waterfront 
facility,”  there  is  no  formal  designation. 
A  formal  permit  system  will  result  in  a 
current  inventoi’y  of  all  oil  handling 
facilities  and  thereby  enable  inspection 
and  control  of  such  facilities  to  deter¬ 
mine  the  adequacy  of  the  physical  plant, 
its  personnel,  and  procedures. 
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Subpart  B  would  contain  the  details 
of  eligibility,  procedures,  and  require¬ 
ments  to  obtain  an  operating  permit.  The 
basis  of  permit  issuance  will  be  an  in¬ 
spection  of  the  facility  and  an  evaluation 
of  the  procedures  used  for  oil  transfer 
operations.  Each  facility  must  provide  an 
operations  manual  and  operate  in  ac¬ 
cordance  therewith. 

A  major  eligibility  requirement  is  that 
the  owner  or  operator  must  in  accord¬ 
ance  with  section  21(b)  of  the  Act  pro¬ 
vide  certification  from  the  State  that  the 
facility  meets  or  will  not  violate  the  State 
w’ater  quality  standards. 

The  April  3, 1973,  date  is  selected  to  co¬ 
incide  w'ith  the  effective  date  of  section 
21(b)  of  the  Act  and  thereby  avoid  any 
need  to  reissue  permits  issued  prior  to 
that  date. 

Facilities  in  operation  on  the  effective 
date  of  these  regulations  must  submit 
their  applications  to  the  Coast  Guard 
prior  to  November  1,  1972,  to  allow  proc¬ 
essing  and  issuance  of  the  permit  prior 
to  April  3,  1973. 

Since  each  oil  transfer  facility  is 
unique,  the  required  operations  manual 
provides  a  means  for  the  permitholder 
to  infoim  his  personnel  and  the  Coast 
Guard  how  he  plans  to  transfer  oil.  Tlie 
manual  specifies  the  number  of  terminal 
personnel  required  for  various  opera¬ 
tions;  the  setup  of  piping  systems,  com¬ 
munications,  alarms,  controls,  and  light¬ 
ing;  the  location  of  personnel  during 
operations  and  other  information  or  pro¬ 
cedures  pertinent  to  the  safe  transfer  of 
oil  in  bulk.  The  manual  also  must  <MDn- 
tain  emergency  procedures  for  spill 
response. 

Subpart  C  of  Part  154  would  contain 
facility  equipment  requirements.  Design 
features  of  the  hose,  piping,  loading 
arms,  and  couplings  wouW  be  .specified. 
Each  facility  would  be  required  to  have 
a  small  discharge  containment  system  in 
work  areas  subject  to  routine  operational 
discharges  such  as  connections,  hose 
drainage,  and  coupling  points.  Equipment 
for  containing  discharges  on  the  water 
w'ould  also  be  required. 

Subpart  C  of  Part  154  would  require 
that  for  vessel  loading  operations,  the 
facility  provide  a  means  independent  of 
the  normal  operating  procedure  to  stop 
the  fiow  of  oil.  Piimarlly,  this  require¬ 
ment  is  intended  as  an  emergency  pro¬ 
cedure  in  the  event  of  an  overfill,  but  is 
equally  applicable  to  a  loading  arm  or 
hose  failure.  The  point  of  fiow  cut-off 
must  be  located  to  minimize  the  amount 
of  oil  which  will  drain  from  the  transfer 
systems.  In  certain  cases  where  the 
facility  manning  and  available  dedicated 
communications  are  adequate,  this 
emergency  shutdown  system  may  be  a 
communications  system  if  acceptable  to 
the  Captain  of  the  Port. 

The  facility  would  be  required  to  pro¬ 
vide  a  ship-termhial  communications 
system.  The  regulation  is  very  general 
because  of  the  wide  variation  in  facili¬ 
ties  and  thus  permits  each  communica¬ 
tions  system  to  be  custom  designed  to 
the  facility.  The  actual  system  to  be  u.sed 
will  be  authorized  under  the  permit/ 
operating  procedures  of  this  part. 


Section  154.570  would  require  the 
facility  to  be  adequately  illuminated  for 
oil  transfer  operations  at  night.  The 
illumuiation  standard  given  is  from  tlie 
American  Petroleum  Institute  Recom¬ 
mended  Practice  for  Oil  Terminals,  API 
RP  540  dated  1959,  It  is  equivalent  to 
industrial  standards  for  similar  activi¬ 
ties.  Tliis  section  would  also  require  the 
faciiity  to  provide  a  similar  degree  of 
lighting  at  work  areas  of  barges  engaged 
in  transfer  operations  at  the  facility. 

The  regulations  would  not  require  a 
personnel  shelter  for  each  facility.  How¬ 
ever,  a  shelter  would  be  a  consideration 
to  be  covered  in  the  operating  manual 
to  assure  the  presence  of  personnel  dur¬ 
ing  the  oil  tran.sfer. 

Subpart  D,  Facility  Operations,  would 
contain  general  requirements  for  the  oj)- 
eration  of  an  oil  transfer  facility. 

Requirements  would  be  given  for  the 
designation  and  the  qualification  of  fa¬ 
cility  personnel  as  person  in  charge  of 
oil  transfer  operations.  This  designation 
is  made  by  the  facility  permit  holder 
based  upon  the  designee’s  knowledge, 
training,  and  experience.  The  designa¬ 
tion  is  valid  only  at  specified  facilities 
and  is  not  generally  transferable. 

Part  155  would  contain  regulations 
governing  ve.ssel  design  and  operation 
to  minimize  any  loss  of  oil  from  accident 
or  from  normal  operations  and  w’ould 
also  contain  regulations  for  vessels  en¬ 
gaged  in  oil  transfer  operations  analo¬ 
gous  to  Part  154  for  facilities. 

This  part  would  apply  to  all  vessels 
carrying  oil  as  cargo  and  to  all  vessels 
engaged  in  fueling,  oily  waste  disposal 
or  ballast  discharge,  and  operating  in 
the  navigable  waters  of  the  United 
States.  The.se  regulations  would  be 
applicable  to  foreign  ve.ssels  and  imin- 
spected  ves.sels.  Any  limitation  on  appli¬ 
cability  is  noted  in  the  particular 
regulation. 

Subpart  B  would  contain  the  require¬ 
ments  for  vessel  design  and  construction. 

Section  155.305  would  require  that  all 
inland  barges  built  after  December  31. 
1972,  be  of  double  w'all  (sides  and  fore 
and  aft  ends)  construction.  The  purpose 
of  this  proposal  is  to  eliminate  the  myr¬ 
iad  of  leaks  from  barges  in  the  inland 
waterways  from  routine  operational  side 
and  end  damage.  Additionally,  this  re¬ 
quirement  is  expected  to  substantially 
reduce  the  oil  spills  resulting  from  minor 
vessel  collisions.  This  type  of  construc¬ 
tion  has  been  required  for  some  years 
for  vessels  carrying  flammable  chemical 
pi-oducts  and  has  not  created  any  safety 
problems  such  as  explosions  or  fires 
from  flammable  vapors  in  the  void 
spaces. 

Tlie  regulation  would  apply  to  new  or 
“rebuilt”  vessels.  The  term  “rebuilt”  is 
recognized  to  be  quite  subjective  and 
must  be  considered  in  each  individual 
case.  The  intent  is  to  permit  plate  re¬ 
newal  or  hull  repairs  to  damaged  single¬ 
skin  barges  in  otherwise  good  condition, 
but  to  prevent  circumvention  of  the  reg¬ 
ulation  applicable  to  new  construction 
by  rebuilding  an  old  vessel  and  signifi¬ 
cantly  extending  the  vessel’s  life.  This 
woulil  then  phase  out  existing  single¬ 


skin  barges.  The  alternative  to  tliis  use 
of  “rebuilt”  is  to  specify  a  termination 
date  for  the  use  of  single-skin  barges. 
Comments  on  the  proposed  approach  and 
its  alternatives  are  specifically  invited. 

Section  155.310  requires  a  deck  spill 
containment  system  on  all  vessels  ca¬ 
pable  of  handling  more  than  10,000  gal¬ 
lons  of  cargo  oil.  The  containment  may 
be  either  fixed  catchments  or  enclosed 
deck  areas.  The  required  containment 
volume  is  related  to  ho.se  size  as  an  esti¬ 
mate  of  povssible  .spill  size.  This  system 
is  not  intended  to  prevent  a  massive  dis¬ 
charge  but  is  aimed  at  the  frequent  ac¬ 
cidental  hose  drainage,  air  bubble  in  the 
vent,  or  minor  overfill  type  discharge. 

Section  155.330  would  require  that  all 
ve.ssels  operating  on  the  navigable 
waters  or  contiguous  zone  must  pnor  to 
January  1,  1975,  have  a  means  to  retain 
all  oily  bilge  wastes  onboard.  Such  con¬ 
tainment  may  in  fact  be  the  bilge  itself 
provided  an  undue  fire  or  stability  prob¬ 
lem  does  not  result  therefrom.  For  ves¬ 
sels  which  have  large  voliunes  of  oily 
w'astes  generated  onboard,  a  holding 
tank  would  be  necessary.  There  would 
be  no  requirement  to  hold  water  such  as 
stern  tube  leakage  onboard  provided  it 
w’ould  not  become  contaminated  with 
oil. 

All  vessels  of  100  gross  tons  or  more 
would  have  positive  acting  valves  in¬ 
stalled  in  their  bilge  overboard  dis¬ 
charge  lines  which  can  be  sealed  when 
in  the  U.S.  navigable  w'aters.  Vessels  less 
than  100  gross  tons  would  be  exempt 
from  the  valve  requirement  but  would 
have  onboard  a  placard  concerning  the 
prohibition  of  oily  waste  di.scharge.  Ad¬ 
ditionally,  all  vessels  of  100  gross  tons 
or  more  would  have  to  install  topside 
fittings  for  the  discharge  of  oily  wastes 
to  shore  reception  facilities.  All  vessels 
w'hich  ballast  fuel  oil  tanks  w’ould  have 
to  install  ballast  discharge  valves  and 
deck  fittings  as  required  for  bilge  sys¬ 
tems.  Vessels  which  have  a  means  to 
process  or  transfer  bilge  wastes  to  a 
cargo  oil  slop  tank  would  be  exempt 
from  the  requirements  to  have  a  system 
to  di.scharge  oily  wastes  to  reception 
facilities. 

All  vessels  of  100  gross  tons  or  more 
would  be  required  to  seal  their  bilge 
and  ballast  overboard  valves  in  the 
closed  position  while  in  the  navigable 
waters.  Each  operator  will  provide  the 
seals  and  seal  his  own  valves  and  main¬ 
tain  a  record  of  valve  usage.  This  record¬ 
keeping  is  not  considered  an  administra¬ 
tive  burden  since  the  valve  seals  should 
not  be  broken  while  in  U.S.  waters. 

Section  155.470  would  specify  that  oil 
not  be  carried  in  barge  rakes  nor 
forward  of  the  (jollision  bulkhead  in  ve.s¬ 
sels  required  to  have  such  bulkheads. 
This  requirement  would  apply  to  all  ves¬ 
sels  in  U.S.  waters.  The  rakes  of  barges 
and  bows  of  ships  are  exposed  and  sub¬ 
ject  to  damage,  and  any  oil  in  these 
forward  compartments  constitutes  an 
unnecessary  hazard  to  the  environment. 
These  requirements  are  intended  to  pro¬ 
hibit  not  only  the  bulk  carriage  of  oil 
in  these  fonvard  compartments  but  also 
to  prohibit  stripping  cargo  tanks  into 
these  compartments. 
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Subpart  C,  Part  155  is  similar  to  Sub¬ 
parts  C  and  D  of  Part  154  in  specifying 
i^ersonnel,  equipment,  and  procedures  to 
prevent  oil  pollution. 

Sections  155.720  through  155.760 
would  requii*e  each  vessel  capable  of 
transferring  10,000  U.S.  gallons  or  more 
of  oil  to  have,  use,  and  post  oil  transfer 
procedures.  ITiese  procedures  would  be 
review'ed  by  the  Coast  Guard  during 
routine  inspections  of  vessel  operations 
and  would  be  conspicuously  posted  on 
board  the  vessel  in  a  language  commonly 
used  by  the  crew.  This  will  provide  a 
ready  reference  to  the  crew  and  local 
law  enforcement  personnel  to  determine 
if  the  proper  equipment  and  personnel 
are  being  used  to  safely  transfer  oil 
products.  The  procedure  would  be  ap¬ 
plicable  to  the  handling  of  cargo  and 
fuel  oil.  The  Coast  Guard  may  require 
the  procedure  to  be  revised.  Section 
155.810  would  require  that  any  vessel 
containing  oil  in  cargo  tanks  must  be  at¬ 
tended.  This  requirement  is  a  result  of 
incidents  of  vamdalism  and  malicious 
mischief  resulting  in  barges  being  cast 
adrift  or  valves  being  opened.  This  is  an 
extension  of  the  watchman  requirement 
presently  specified  in  46  CFR  35.05-15. 

Part  156  would  contain  the  procedures 
to  be  followed  on  the  vessel  and  the 
facility  while  transferring  oil  to  or  from 
vessels  with  a  capacity  of  10,000  U.S. 
gallons  or  more. 

Section  156.110  would  specify  the  con¬ 
ditions  under  w'hich  the  person  in 
charge  can  supervise  one  or  more  ves¬ 
sels  or  act  as  the  person  in  charge  for 
both  the  vessel  and  the  facility. 

Section  156.120  would  specify  the  con¬ 
ditions  which  must  exist  during  oil 
ti*ansfer  operations.  In  general,  these  re¬ 
quirements  could  be  classed  as  good 
operating  practice.*  However,  items  of 
si)ecial  interest  are: 

(a)  A  person  must  be  pre-sent  who  can 
fluently  speak  the  common  languages 
used  on  the  supplying  and  receiving 
units. 

(b)  The  persons  in  charge  of  the  two 
units  must  hold  a  conference  and  agree 
on  procedures  and  equipment  to  be  used 
and  be  aware  of  applicabU;  law's  and 
emergency  procedures. 

Section  156.150  would  require  the  per¬ 
sons  in  charge  to  follow  and  complete  an 
extensive  declaration  of  inspection  foiiji 
prior  to  any  oil  transfer.  The  declara¬ 
tion  of  inspection  required  is  for  items 
directly  related  to  pollution;  how'ever, 
it  should  be  combined  with  the  present 
declaration  of  inspection  required  for 
safety  pmposes. 

Under  Section  ll(j)  (2)  of  the  Act,  any 
owner  or  operator  of  a  vessel  or  an  on¬ 
shore  facility  or  an  offshore  facility  and 
any  other  pei'son  subject  to  these  regu¬ 
lations  W’ho  fails  to  comply  or  refuses  to 
comply  with  the  provisions  of  these  regu¬ 
lations,  shall  be  liable  to  a  civil  penalty 
of  not  more  than  $5,000  for  each 
violation. 

In  consideration  of  the  foregoing,  the 
Coast  Guard  proposes  to  amend  Chapter 
I  of  Title  33  of  the  Code  of  Federal  Regu¬ 
lations  as  follow's: 


a.  By  amending  Subchapter  O  by 
adding  new  Parts  154,  155.  and  156  to 
read  as  follows: 

PART  154— LARGE  OIL  TRANSFER 
FACILITIES 

Subpart  A— General 

Sec. 

154.100  Applicability. 

154.105  Definition.’;. 

154.110  Permit  and  operations  manual  re¬ 
quired. 

Subpart  B— Oil  Transfer  Permit 

154.300  Eligibility  for  permit  and  amend¬ 
ment. 

154.310  Application  for  issue  or  amendment 
of  permit. 

154.320  Contents  of  permit. 

154.325  Duration  of  permit. 

154.330  Renewal  of  permit. 

154.335  Suspension  and  revocation  of  per¬ 
mit. 

154.340  Amendment  of  permit  and  opera¬ 
tions  manual. 

154.345  Amendment,  suspension  and  revo¬ 
cation  procedures. 

154.350  Waivers. 

154.355  Operations  manual :  general. 

154.360  Operations  manual :  contents. 

154.365  Operations  manual :  copies. 

154.370  In.spection  authority. 

Subpart  C — Equipment  Requirements 

154.500  Hose  assemblies. 

154.510  Loading  arms. 

154.520  Closure  devices. 

154.530  Small  discharge  containment. 

154.540  Discharge  removal. 

154.545  Discharge  containment  equipment. 
154.550  Emergency  shutdow'n. 

154.560  Communications. 

154.570  Lighting. 

Subpart  D — Facility  Operations 
154.700  General. 

154.710  Persons  in  charge :  designation. 
1.54.720  Persons  in  charge:  qualification. 
154.730  Per.sons  in  charge:  evidence  of  des¬ 
ignation. 

154.740  Records. 

154.750  Compliance  with  operations  man¬ 
ual. 

Authority:  The  provisions  of  this  Part 
154  issued  under  sec.  11(J)(1)(C)  of  the 
Water  Pollution  Control  Act  of  1956,  added 
by  the  Water  Quality  Improvement  Act  of 
1970  (84  Stat.  91);  33  U.S.C.  1161(J)  (1)  (C» ; 
E.O.  11548.  3  CFR.  1971  Supp..  p.  545;  49  CFR 
1.46(m) . 

Subpart  A — General 

§  1 5 1. 1 00  .Vpplicaliilily. 

This  part  applies  to  the  operation  of 
each  onshore  or  offshore  facility  w’hen  it 
transfers  oil  to  or  from  any  vessel  that 
has  a  capacity  of  10,000  U.S.  gallons  or 
more  for  that  oil  except  when  it 
transfei-s — 

(a)  Lubricating  oil  for  use  onboard  the 
vessel;  or 

(b)  Nonpetroleum  based  oil  to  or  from 
a  vessel  other  than  a  tank  vessel. 

§  151.105  Dennilions. 

As  used  in  this  part: 

(a)  “Commandant”  means  the  Com¬ 
mandant  of  the  Coast  Guard  or  his 
authorized  representative. 

(b)  “Captain  of  the  Port”  means  a 
U.S.  Coast  Guard  officer  commanding  a 


captain  of  the  port  area  described  in 
Part  3  of  this  chapter  or  his  authorized 
representative  or,  where  there  is  no 
captain  of  the  port  area,  a  district  com¬ 
mander  of  a  Coast  Guard  district  de¬ 
scribed  in  Part  3  of  this  chapter  or  his 
authorized  representative. 

(c)  “Discharge”  includes  but  is  not 
limited  to,  any  spilling,  leaking,  pump¬ 
ing,  pouring,  emitting,  emptying,  or 
dumping. 

(d)  "Officer  in  Charge  Marine  Inspec¬ 
tion”  means  a  U.S.  Coast  Guard  officer 
commanding  a  marine  inspection  zone 
described  in  Part  3  of  this  chapter  or  his 
authorized  representative. 

(e)  “Offshore  facility”  means  any 
facility  of  any  kind  located,  in,  on,  or 
under,  any  of  the  navigable  waters  of  the 
United  States  other  than  a  vessel  or  a 
public  vessel. 

(f)  “Oil”  means  oil  of  any  kind  or  in 
any  form,  including,  but  not  limited  to, 
petroleum,  fuel  oil,  sludge,  oil  refuse,  and 
oil  mixed  with  wastes  other  than  dred.ged 
spoil. 

(g)  “Onshore  facility”  means  any 
facility  (including,  but  not  limited  to 
motor  vehicles  and  rolling  stock)  of  any 
kind  located,  in,  on,  or  under,  any  land 
within  the  United  States  other  than  sub¬ 
merged  land. 

(h>  “Vessel”  means  every  description 
of  watercraft  or  other  artificial  contriv¬ 
ance  used,  or  capable  of  being  used,  as  o 
means  of  transportation  on  w'ater  ol  i"  • 
than  a  public  vessel. 

(1)  “Person  in  charge”  means  a  per¬ 
son  designated  as  a  person  in  cha  "o 
under  §  154.710  or  §  155.700. 

§  I.51.I10  IVrinil  required. 

After  April  3,  1973,  no  per.son  m.iv 
operate  a  facility  in  operations  to  whi/!i 
this  part  applies  without,  or  in  violation 
of  an  oil  transfer  permit  issued  under 
this  part  or  in  violation  of  this  part. 

Subpart  B — Oil  Transfer  Permit 

§  1.51. .300  Kligihilily  for  permit  :uid 
uiiieiidnieiil. 

(a'  An  applicant  is  entitled  to  the 
issue  or  amendment  of  an  oil  transfer 
permit  if — 

(1>  The  captain  of  the  Port  finds, 
after  an  inspection  of  the  facility  and 
a  review'  of  the  oil  transfer  procedures, 
that  the  applicant  is  properly  and  ade¬ 
quately  equipped  and  able  to  transfer  oil 
in  accordance  w'ith  this  part  and  without 
discharge  into  the  navigable  waters. 

(2)  The  applicant  has  the  certifica¬ 
tion  prescribed  in  section  21(b)  (1)  of  the 
Federal  Water  Pollution  Control  Act,  as 
amended. 

(b)  At  any  time  within  30  days  after 
receiving  from  the  Captain  of  the  Port 
a  notice  of  refusal  to  issue  or  amend  a 
permit,  the  applicant  or  permitholder 
may  petition  the  Commandant  via  the 
Captain  of  the  Port  to  reconsider  the 
refusal  to  issue  or  amend. 

§  151.310  Applicsiiioii  for  i»».ue  or 
amriidiiiriit  of  permit. 

(a)  Each  applicant  for  the  issue  of  an 
oil  transfer  permit  under  this  part  must 


FEDERAL  REGISTER,  VOL.  36,  NO.  248— FRIDAY,  DECEMBER  24,  1971 


PROPOSED  RULE  MAKING 


24963 


submit  his  application  in  writing,  accom¬ 
panied  by  a  copy  of  the  facility’s  opera¬ 
tions  manual  and  a  copy  of  the 
certification  required  by  section  21(b)  (1) 
of  the  Federal  Water  Pollution  Control 
Act,  to  the  Captain  of  the  Port  in  the 
area  in  which  the  facility  is  or  will  be 
located. 

(b)  Each  application  submitted  under 
paragraph  (a)  of  this  section  may  be  in 
any  form  but  must  contain  the  name  and 
address  of — 

(1)  The  facility; 

(2)  The  owner  of  the  facility;  and 

(3)  The  operator  of  the  facility. 

(c)  Each  operations  manual .  sub¬ 
mitted  imder  paragraph  (a)  of  this  sec¬ 
tion  must  be  prepared  in  accordance 
with  §  154.355  and  contain  the  infonna- 
tion  in  §  154.360. 

(d)  An  applicant  for  a  permit  must 
submit  his  application  at  least  60  days 
before  the  date  of  intended  operation 
under  this  part  except  that  a  facility 
operating  before  (the  effective  date  of 
these  regulations)  must  submit  its  ap¬ 
plication  before  November  1,  1972. 

(e)  An  applicant  for  an  amendment 
to  a  permit  must  submit  his  application 
at  least  30  days  before  the  proposed 
effective  date  of  that  amendment  unless 
a  shorter  period  is  allowed  by  the 
Captain  of  the  Port. 

§  154.320  Cuntrnl»  of  periiiit. 

Each  oil  transfer  peimit  issued  under 
this  subpart  contains — 

(a)  The  names  of  the  facility  and  the 
owner  and  operator  of  the  facility; 

(b)  The  facility  location; 

(c)  The  oil  transfer  operations  cov¬ 
ered  by  the  permit; 

(d)  Limitations; 

(e)  The  expiration  date  of  the  permit; 
and 

(f)  Any  other  item  that  the  Captain 
of  the  Port  determines  is  necessary  to 
cover  a  particular  situation. 

§  154.325  Duration  of  permit. 

An  oil  transfer  permit  issued  under 
this  part  is  effective  for  5  years  tmless 
it  is  surrendered,  suspended,  revoked,  or 
otherwise  terminated. 

§  154.330  Renewal  of  permit. 

Each  permitholder  desiring  to  renew 
its  permit  must  apply  to  the  Captain 
of  the  Port  for  renewal  in  accordance 
with  the  procedures  in  S  154.310. 

§  154.335  Suspension  and  revoealion  of 
permit. 

(a)  The  Captain  of  the  Port  may  sus¬ 
pend  or  revoke  an  oil  transfer  permit 
issued  under  this  part  at  any  time  the 
facility  does  not  meet  the  requirements 
of  this  part. 

(b)  If  an  oil  transfer  permit  is  sus¬ 
pended  or  revoked,  the  holder  of  that 
permit  shall  return  it  to  the  Captain  of 
the  Port. 

§  154.340  Amendment  of  permit  and 
operations  manual. 

The  Captain  of  the  Port  may,  on  his 
own  initiative,  amend  an  oil  transfer 
permit  or  require  the  permitholder  to 


amend  the  operations  manual  if,  after 
inspection  he  finds  that  the  permit  or 
operations  manual  is  not  adequate  to 
meet  the  requirements  of  this  part. 

§  154.345  Amendment,  suspension  and 
revoealion  proeedurcs. 

(a)  When  the  Captain  of  the  Port  de¬ 
termines  to  require  an  amendment  of 
an  operations  manual,  or  to  amend,  sus¬ 
pend,  or  revoke  an  oil  transfer  permit, 
he  notifies  the  permitholder,  in  writing 
of  a  date  not  less  than  14  days  from  the 
date  of  the  notice,  on  or  before  which 
the  permitholder  may  submit  written  in¬ 
formation,  views,  and  arguments  on  the 
amendment,  siispen-sion,  or  revocation. 
After  considering  all  relevant  material 
presented,  the  Captain  of  the  Port  noti¬ 
fies  the  permitholder  of  any  amendment 
required  or  adopted  or  of  his  decision  to 
suspend  or  revoke  the  permit  or  he  re¬ 
scinds  the  notice.  The  amendment,  sus¬ 
pension,  or  revocation  becomes  effective 
not  less  than  30  days  after  the  permit- 
holder  receives  the  notice,  unless  the 
permitholder  petitions  the  ciommandant 
to  reconsider  the  notice,  in  which  case 
its  effective  date  is  stayed  pending  a  de¬ 
cision  by  the  Commandant. 

(b)  If  the  Captain  of  the  Port  finds 
that  there  is  a  condition  requiring  im¬ 
mediate  action  to  prevent  the  discharge 
of  oil  that  makes  the  procedure  in  para¬ 
graph  (a)  of  this  section  impracticable 
or  contrary  to  the  public  interest,  he  may 
issue  an  amendment,  suspension,  or  revo¬ 
cation  effective,  without  stay,  on  the 
date  the  permitholder  receives  notice  of 
it.  In  such  a  case,  the  Captain  of  the 
Port  includes  a  brief  statement  of  the 
reasons  for  his  finding  in  the  notice,  and 
the  permitholder  may  petition  the  Com¬ 
mandant  to  reconsider  the  amendment, 
su.spension,  or  revocation. 

(c)  Petitions  to  the  Commandant  must 
be  .submitted  in  writing  to  the  Captain 
of  the  Port. 

§  151.3.50  Waivers. 

The  Captain  of  the  Port  may,  by  an 
appropriate  provision  in  or  amendment 
to  the  permit,  waive,  in  whole  or  in  part, 
compliance  with  any  requirement  in  this 
part  if — 

(a)  Application  for  the  waiver  is  sub¬ 
mitted  to  the  Captain  of  the  Port  at 
least  30  days  before  operations  under  the 
waiver  are  proposed  imless  a  lesser  time 
is  authorized  by  the  Captain  of  the 
Port;  and 

(b)  The  Captain  of  the  Port  finds  that 
an  equivalent  level  of  protection  of  the 
navigable  w'aters  from  pollution  by  oil 
will  be  provided  by  the  alternative  pro¬ 
cedures,  methods,  or  equipment  stand¬ 
ards  to  be  used  by  the  applicant  or 
pennitholder. 

§  154.355  Operutions  manual:  general. 

(a)  Etech  applicant  for  an  oil  transfer 
permit  must  prepare  and  submit  with  its 
application  an  operations  manual  that 
describes — 

(1)  The  means  and  procedures  that 
the  applicant  uses  to  meet  the  operating 
rules  and  equipment  requirements  pre¬ 
scribed  by  this  part; 


(2)  Tire  duties  and  responsibilities  of 
operations  personnel  in  conducting  oil 
transfer  operations  imder  this  pert. 

(b)  In  determining  whether  the 
manual  meets  the  requirements  of  tliis 
part,  the  Captain  of  the  Port  considers 
the  size,  complexity,  and  capacity  of  the 
facility. 

§  154.360  Opf'rutions  iiiunuul:  cuutenl.>i. 

Each  operations  manual  required  by 
§  154.355  must  contain — 

(a)  Tlie  geographic  location  of  the 
facility: 

(b)  A  physical  description  of  the  facil¬ 
ity  including  a  plan  of  the  facility  show¬ 
ing  mooring  areas,  transfer  locations, 
control  stations,  and  locations  of  safety 
equipment; 

(c)  The  hours  of  operation  of  the 
facility; 

(d)  'The  sizes,  types,  and  number  of 
vessels  that  the  facility  can  transfer  oil 
to  or  from  simultaneously; 

(e)  Tlie  grade  and  trade  name  of  each 
product  transfen'ed  at  the  facility  that 
is  not  compatible  with  oil; 

(f)  The  minimum  number  of  person¬ 
nel  on  duty  during  transfer  operations; 

(g)  The  names  and  telephone  num¬ 
bers  of  facility.  Coast  Guard,  and  other 
personnel  w'ho  may  be  called  by  the  em¬ 
ployees  of  the  facility  in  an  emergency: 

(h)  The  duties  and  rc.six)nsibilitles  of 
w’atchmen  required  by  5  155.810  of  this 
chapter  and  46  C7FR  35.05-15  for  un¬ 
manned  vessels  moored  at  the  facility; 

(i)  A  description  of  each  communica¬ 
tion  system  required  by  this  part; 

(j)  The  location  and  facilities  of  each 
pci-sonnel  shelter,  if  any ; 

(k)  A  description  and  instructions  for 
use  of  drip  and  discharge  collection  and 
vessel  slop  reception  facilities; 

(l)  A  description  and  the  location  of 
each  emergency  shutdown  systan; 

(m)  Location  and  instructions  for  use 
of  the  containment  equipment  required 
by  §  154.545; 

(n)  The  maximum  relief  valve  setting 
or  maximum  system  pressure  when  relief 
valves  are  not  provided  for  each  oil 
transfer  system; 

(o)  Procedures  for — 

(1)  Operating  each  loading  arm  in¬ 
cluding  the  limitations  of  each  loading 
arm; 

(2)  Transferi’ing  oil; 

(3)  Completion  of  pumping; 

(4)  Emergencies; 

<5)  Reporting  oil  discliarges;  and 

(6)  Containing  discharges. 

§  151. .36.5  OperalinnH  manual:  ropics. 

Each  permitholder  shall  maintain  at 
least  one  complete  copy  of  the  opera¬ 
tions  manual  at  the  facility  and  shall 
make  it  readily  available  to  the  operating 
personnel  and,  upon  request,  to  the  Cap¬ 
tain  of  the  Port. 

§  154..370  ln!>p<H‘tion  aiilliorily. 

Each  applicant  for  an  oil  transfer  per¬ 
mit  and  each  permitholder  shall  allow 
the  Commandant,  at  any  time,  to  make 
any  inspection  or  test  to  determine  com¬ 
pliance  wdth  the  Federal  Water  Pollu¬ 
tion  Control  Act,  as  amended,  and  this 
part. 
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Subpart  C — Equipment  Requirements 
§  154.500  Hose  assemblies. 

(a)  Each  assembly  consisting  of  a 
hose  and  couplings  that  is  manufactured 
after  September  1,  1972,  and  used  for 
transferring  oil  must  meet  the  require¬ 
ments  of  this  section. 

(b)  The  pressure  which  the  manufac¬ 
turer  represents  to  be  the  minimum 
bursting  pressure  for  each  hose  assem¬ 
bly  must  be — 

( 1 )  More  than  600  pounds  ijer  square 
inch;  and 

(2)  At  least  four  times  the  pressure  of 
the  relief  valve  setting  (or  the  maximum 
pump  pressure  when  no  relief  valve  is 
install^)  plus  the  static  head  pressure 
of  the  oil  transfer  system  in  which  the 
hose  is  installed ; 

(c)  The  pressure  which  the  manufac¬ 
turer  represents  to  be  the  recommended 
working  pressure  for  each  hose  assembly 
must  be — 

(1)  More  than  150  pounds  per  square 
inch;  and 

(2)  More  than  the  pressure  of  the  re¬ 
lief  valve  setting  (or  the  maximum  pump 
pressure  when  no  valve  is  installed )  plus 
the  static  head  pressure  of  the  oil  trans¬ 
fer  system  in  which  the  hose  is  installed : 

(d)  Each  nonmetallic  hose  must  be 
sijecified  for  oil  service  by  its  manufac¬ 
turer. 

<e)  Unless  otherwise  authorized  by  the 
Commandant,  each  hose  assembly  must 
have  flanges  that  met  Standard  B16.5, 
Steel  Pijje  Flanges  and  Flanged  Fittings, 
of  the  American  National  Standards  In¬ 
stitute. 

(f)  Each  hose  must  be  marked  for 
identification  or  with — 

(1)  The  products  for  which  the  ho.se 
is  used; 

(2)  Date  of  manufacture; 

(3)  Burst  pressure; 

(4)  Manufacturers  recommended  w  ork¬ 
ing  pressure; 

(5)  Date  of  the  last  test  required  by 
§  156.170  of  this  chapter;  and 

(6)  The  pressure  used  for  that  test. 

§1.54. .510  lyoaclinc  arms. 

(a)  Each  mechanical  loading  arm  u.sed 
for  transferring  oil  and  placed  into  serv¬ 
ice  after  April  3,  1973,  must  meet  the 
design,  fabrication,  material,  inspection, 
and  testing  requirements  in  Standard 
B31.3,  Petroleum  Refinery  Piping,  of  the 
American  National  Standards  Institute. 

(b)  Each  mechanical  loading  arm 
used  for  transferring  oil  after  April  3, 
1973,  must  have  a  means  of  being 
drained  prior  to  disconnection. 

§  1 5  4. .520  Closure  deviros. 

The  facility  must  have  enough  butter¬ 
fly  valves,  wafer-type  resilient  seated 
valves,  blank  flanges  or  other  means  ac¬ 
ceptable  to  the  Captain  of  the  Port  to 
blank  off  the  end  of  each  hose  or  loading 
arm  that  is  di.sconnected  after  transfer 
of  oil. 

§  1.5  4.530  Small  discliar&e  I'oiilaiiiiiieiil. 

<a)  ExcojJt  as  provided  in  paragraph 

(c)  of  this  section,  the  facility  must  have 
fixed  catchments,  curbing,  or  other  fixed 
means  to  contain  oil  discharged  in  at 
least — 


(1)  Each  hose  liandling  and  loading 
arm  area;  and 

(2)  Each  hose  connecti(«  manifold 
area. 

(b)  The  discharge  containment  means* 
required  by  paragraph  (a)  of  this  sec¬ 
tion  must  hold  at  least — 

(1)  100  U.S.  gallons  if  it  serves  one  or 
more  6-inch  nominal  diameter  or  smaller 
hose  or  loading  arm  connections. 

(2)  150  U.S.  gallons  if  it  serves  one  or 
more  hose  connections  larger  than  6 
inches  but  less  than  12  inches  nominal 
diameter;  and 

(3)  200  U.S.  gallons  if  it  serves  one  or 
more  12-inch  or  larger  nominal  diam¬ 
eter  hose  or  loading  aim  connections. 

fc)  The  facility  may  have  portable 
means  to  meet  the  requirements  of  para¬ 
graph  (a)  of  this  section  if  the  Captain 
of  the  Port  finds  that  fixed  means  to  con¬ 
tain  discharges  are  not  feasible  for  part 
or  all  of  a  facility. 

§  l.5t..510  Discliurgr  r<‘niovid. 

Tlie  facility  must  have  a  means  to 
safely  and  quickly  remove  discharged  oil 
from  the  containment  means  required  by 
§  154.530  without  mixing  incompatible 
!>roducts. 

Tt  I  51. .51.5  Dix-liargc  roiiluiiiiii«'ii|  niiiip- 

'a I  Each  oil  transfer  facility  must 
have  ready  access  to  oil  contaimnent 
equipment  to  contain  oil  discharged  on 
the  w'ater,  considering — 

( 1 »  Oil  handling  rates ; 

<2»  Oil  capacity  .susceptible  to  being 
.spilled ; 

<3)  Frequency  of  facility  opierations; 

<  4 »  Tidal  and  current  conditions ; 

<5>  Facility  age,  capability,  anange- 
ment,  and  past  experience;  and 

<  6 )  If  the  equipment  is  sliared,  the  ex¬ 
pected  frequency  of  use  and  probability 
of  imn.odiate  availability. 

<b>  For  the  puiijose  of  this  section. 
“Access”  may  be  by  direct  ownership, 
joint,  ownership,  cooperative  venture,  or 
eontiactual  agreement. 

§  1.51. .55(1  Kiiirrgenry  shiildown. 

(a »  The  facility  must  have  in  addition 
to  the  means  of  communication  required 
by  §  154.560,  a  means  to  enable  the  r>er- 
son  in  charge  of  the  transfer  of  oil  on 
board  a  vessel  at  his  usual  oi>erating  sta¬ 
tion  to  .stop  the  flow  of  oil  to  the  vessel 
if  normal  oiierating  procedures  fail. 

(bt  The  point  in  the  oil  transfer  sys¬ 
tem  rt  which  the  flow  of  oil  is  stopped 
must  be  on  the  facility  and  as  close  to 
the  vessel  as  practicable. 

§  1.51. .560  Uoiiiniiiiiicalioiis. 

(a)  Each  facility  must  have  a  means 
that  enables  two-way  voice  communica¬ 
tion  between  the  person  in  charge  of  the 
transfer  operation  on  board  the  vessel 
and  the  person  in  charge  of  the*  facility 
transfer  operation. 

«b)  Each  facility  must  have  a  means 
that  enables  a  person  on  board  a  vessel 
or  on  shore  to  effectively  signal  his  in¬ 
tention  to  use  the  means  of  communica¬ 
tion  required  by  paragraph  (a)  of  this 
section. 


§  154.570  Lighting. 

(a)  For  or>erations  betweeij  sunset  and 
sunrise,  the  facility  must  have  fixed 
lighting  that  illuminates — 

(1)  Each  transfer  connection  point  on 
the  facility  with  a  minimum  lighting  in¬ 
tensity  of  10  foot-candles ; 

(2)  Each  work  area  on  the  fsicility 
with  a  minimum  lighting  intensity  of  2 
foot-candles; 

(3)  Each  transfer  comiection  point  on 
any  barge  moored  at  the  facility,  to  or 
from  which  oil  is  transferred,  with  a 
minimum  lighting  intensity  of  10  foot- 
candles;  and 

(4)  Each  work  area  on  any  barge 
moored  at  the  facility,  to  or  from  w'hich 
oil  is  transferred,  with  a  minimum  light¬ 
ing  intensity  of  2  foot-candles. 

(b)  The  lighting  intensity  must  be 
measured  on  a  horizontal  plane  3  feet 
above  the  barge  deck  or  walking  surface. 

Subparl  D — Facility  Operations 

§  I.5  4.7(M1  U»*n«‘ral.  ' 

The  holder  of  an  oil  transfer  permit 
shall  provide,  maintain,  and  use  facili¬ 
ties,  equipment,  personnel,  and  proce¬ 
dures  at  least  equal  in  condition,  quality, 
and  quantity  to  the  facilities,  equipment, 
personnel,  and  procedures  required  for 
the  tssue  of  the  oil  transfer  permit  for 
that  facility. 

§  1.51.710  l’^■^^ons  in  c-liargc:  desigiia- 

(iun. 

The  permit  holder  shall — 

(a )  Designate  the  person  or  persons  in 
charge  of  the  transfer  of  oil  to  or  from 
the  facility;  and 

(bi  Advise  the  Captain  of  the  Port  in 
waiting  of  each  designation. 

§  1.54.720  IVrson**  in  rliargo:  c|ualiflra- 
lion. 

(a)  No  person  may  serve,  and  the  per¬ 
mit  holder  may  not  use  the  services  of  a 
person,  as  a  person  in  charge  of  oil  trans¬ 
fer  operations  unless — 

(1)  He  has  had  at  least  48  hours  of 
experience  in  oil  transfer  operations 
under  the  supervision  of  the  permit 
holder  or  a  person  in  charge  of  transfer¬ 
ring  oil  at  the  facility  for  w’hich  qualifi¬ 
cation  is  desired,  except  that  for  new  fa¬ 
cilities,  the  Captain  of  the  Port  may  au¬ 
thorize  alternative  experience  require¬ 
ments; 

(2)  The  permit  holder  has  determined 
that  he  can  operate  the  oil  transfer 
equipment  of  the  facility;  and 

(3)  The  permit  holder  has  determined 
that  he  know's — 

(i)  The  hazards  of  each  product  to 
be  transferred; 

(ii)  The  rules  in  this  part  and  in 
Part  156  of  this  chapter; 

(iii)  The  operator’s  discharge  contain¬ 
ment  procedm’es; 

«iv)  The  facility  operating  procedures; 

(V)  Vessel  oil  transfer  sy.stems,  in  gen¬ 
eral  ; 

(vi)  Vessel  oil  transfer  control  sys¬ 
tems,  in  general; 

(vii)  Each  facility  oil  transfer  conti’ol 
system  to  be  used; 
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(viii)  Applicable  Federal.  State,  and 
local  oil  pollution  laws  and  regulations; 
and 

(ix)  Local  discharge  reporting  pro- 
cedmes; 

(x)  Discharge  containment  and  clean¬ 
up  procedures. 

§  134.730  Pei>«on  in  charge:  evidence  of 
de»ignution. 

(a)  Each  person  in  charge  shall  carry 
evidence  of  his  designation  as  a  person 
in  charge  when  he  is  engaged  in  transfer 
operations  unless  such  evidence  is  im¬ 
mediately  available  at  the  facility. 

(b)  A  person  holding  a  valid  qualifi¬ 
cation  as  a  person  in  charge  of  oil  trans¬ 
fers  imder  §  126.15  (o)  of  this  chapter  on 
April  3,  1973,  is  qualified  to  serve  as  a 
person  in  charge  for  the  purpose  of  this 
section. 

§  134.740  Records. 

(a)  Each  permit  holder  shall  keep  at 
the  facility  and  make  available  for  in¬ 
spection  by  the  Captain  of  the  Port — 

(1)  A  copy  of  the  operating  permit  for 
the  facility: 

( 2 )  The  name  of  each  person  currently 
designated  as  a  person  in  charge  of  oil 
transfer  operations; 

(3)  The  date  and  result  of  the  most 
recent  test  or  inspection  of  each  item 
tested  or  inspected  imder  §  156.170  of  this 
chapter:  and 

(4)  The  hose  information  required  by 
§  154.500(f)  unless  that  information  is 
marked  on  the  hose. 

§  131.7.30  Compliance  Kith  operations 
manual. 

Tlie  permit  holder  shall  use  and  re¬ 
quire  its  personnel  to  use  the  procedures 
in  the  operations  manual  prescribed  by 
§  154.355  for  operations  under  this  part. 


PART  155— VESSEL  DESIGN  AND 
OPERATIONS 

Subpart  A — General 

Sec. 

155.100  Applicability. 

155.105  Definitions. 

155.110  Waivers. 

Subpart  B — Vessel  Design  and  Equipment 

155.305  Double  walls:  tank  barges. 

1 55.310  Cargo  oil  discharge  containment. 

155.320  Fuel  oil  discharge  containment. 

155.330  Oily  waste  and  slop  retention. 

155.340  Bilge  slc^s  on  vessels  more  than 
100  gross  tons:  international 
voyages. 

155.350  Bilge  slops  on  vessels  more  than 
100  gross  tons:  operations  other 
than  International  voyages. 

155.360  Bilge  slops  on  vessels  less  than  100 
gross  tons. 

155.370  Ballast  discharge:  vessels  of  100 
gross  tons  or  more:  international 
voyages. 

155.380  Ballast  discharge:  vessels  more 
than  100  gross  tons:  operations 
other  than  International  voyages. 

155.390  Ballast  discharge;  vessels  less  than 
100  gross  tons. 

155.400  Valves. 

155.410  Bilge  and  ballast  valve  seals. 

155.420  Valve  seals:  identification  and 
reuse. 

155.430  Valve  seal  record. 


Sec. 

155.440  Placard:  vessels  less  than  100  gross 
tons. 

155.450  Exception  for  all  vessels:  oily  waste 
processing  equipment. 

155.460  Exception  for  tank  vessels:  oily 
waste  transfer  equipment. 

155.470  Prohibited  oil  spaces. 

155.480  Inspection  of  valves. 

Subpart  C — Oil  Transfer  Personnel,  Procedures, 
Equipment,  ond  Records 
155.700  Designation  of  person  In  charge. 
155.710  Qualifications  of  person  in  charge. 
155.720  Oil  transfer  procedures. 

155.730  Compliance  with  oil  transfer  pro¬ 
cedures. 

155.740  Posting  of  oil  transfer  procedures. 
155.750  Contents  of  oil  transfer  procedures. 
155.760  Amendment  of  oil  transfer  pro¬ 
cedures. 

155.770  Machinery  oil  drains:  United  States 
vessels. 

155.780  Emergency  shutdown. 

155.790  Deck  lighting. 

155.800  Oil  transfer  hose. 

155.810  Tank  vessel  security. 

155.820  Records. 

Authoritt:  The  provisions  of  this  Part  155 
Issued  under  secs.  ll(J)(l)  (C)  and  (D)  of 
the  Water  Pollution  Control  Act  of  1956, 
added  by  the  Water  Quality  Improvement 
Act  of  1970  (84  Stat.  91):  33  U.S.C.  1161 
(J)  (1)  (C)  and  (D);  E.O.  11548,  3  CPR,  1971 
Supp.,  p.  545:  49  CFR  1.46(m). 

Subpart  A — General 

§  133.100  Applicahilily. 

This  part  pre.scribes  rules  that  apply 
to  the  operation  of  all  vessels  on  the 
naviguble  waters  of  the  United  States  for 
the  purpose  of  preventing  the  discharge 
of  oil  into  or  upon  the  navigable  waters 
of  the  United  States.  United  States  ves¬ 
sels  must  meet  the  vessel  design  and 
equipment  requirements  in  this  part  to  be 
eligible  for  the  issuance  of  a  Certificate 
of  Inspection  under  46  CPR  Chapter  I. 

§  1.33.10.3  Drfinilionw. 

As  used  in  this  part : 

(a)  “Commandant”  means  the  Com¬ 
mandant  of  the  Coast  Guard  or  his 
authorized  representative. 

(b)  “Captain  of  the  Port”  means  a 
U.S.  Coast  Guard  officer  commanding  a 
captain  of  the  port  area  described  in 
Part  3  of  this  chapter,  or  his  au¬ 
thorized  representative  or,  w'here  there 
is  no  captain  of  the  port  area,  a  district 
commander  of  a  Coast  Guard  district 
described  in  Part  3  of  this  chapter,  or  his 
authorized  representative. 

(c)  “Discharge”  includes,  but  is  not 
limited  to.  any  spilling,  leaking,  pump¬ 
ing,  pouring  emitting,  emptying,  or 
dumping. 

(d)  “Officer  in  Charge  Marine  Inspec¬ 
tion”  means  a  U.S.  Coast  Guard  ofiicer 
commanding  a  marine  inspection  zone 
de.scribed  in  P.nrt  3  of  this  chapter  or  his 
authorized  repre.sentative. 

(e)  “Offshore  facility”  means  any 
facility  of  any  kind  located  in,  on,  or 
under,  any  of  the  navigable  waters  of  the 
United  States  other  than  a  vessel  or  a 
public  ve.ssel. 

(f)  “Oil”  means  oil  of  any  kind  or  in 
any  form,  including,  but  not  limited  to, 
petroleum,  fuel  oil,  sludge,  oil  refuse,  and 


oil  mixed  with  wastes  other  than  dredged 
spoil. 

(g)  “Onshore  facillity”  means  any  fa¬ 
cility  (including,  but  not  limited  to  motor 
vehicles  and  rolling  stock)  of  any  kind 
located  in,  cm,  or  under,  any  land  within 
the  United  States  other  than  submerged 
land. 

(h)  “Vessel”  means  every  description 
of  watercraft  or  other  artificial  contriv¬ 
ance  used,  or  capable  of  being  used  as  a 
means  of  transportation  on  water  other 
than  a  public  vessel. 

(i)  “Person  in  charge”  means  a  per¬ 
son  designated  as  a  person  in  charge 
under  §  154.710  or  5  155.700  of  this 
chapter. 

§1.3.3.110  Waivers. 

The  Commandant  may  waive,  in  whole 
or  in  part,  compliance  with  any  require¬ 
ment  in  this  part  if — 

(a)  Application  for  the  waiver  is  sub¬ 
mitted  to  the  Captain  of  the  Pori  or 
Officer  in  Charge  of  Marine  Inspection 
30  days  before  operations  under  the 
w'aiver  are  proposed  unless  a  le.sser  time 
is  authorized  by  the  Captain  of  the  Port 
or  Officer  in  Charge  of  Marine  In.spec- 
tion;  and 

(b)  Tire  Commandant  finds  that  an 
equivalent  level  of  protection  of  the 
navigable  waters  from  pollution  by  oil 
will  be  provided  by  the  alternative  pro¬ 
cedures,  methods,  or  equipment  stand¬ 
ards  to  be  used  by  the  vessel  operator. 

Subpart  B — Vessel  Design  and 
Equipment 

§  1.3.3.30.3  Doiildo  wuIN :  tuiik  liargfs. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  section,  no  person  may  op¬ 
erate  a  tank  barge  of  100  gross  tons  or 
more  built,  rebuilt,  or  converted  to  oil 
service  after  December  31,  1972,  that  is 
carrying  oil  unless  it  has — 

(1)  Double  walls  on  each  side  and 
each  end ; 

(2)  No  less  than  24  inches  between  the 
outer  surface  of  the  inner  wall  and  the 
outer  surface  of  the  outer  wall  at  any 
point; 

<3)  Sounding  tubes,  manholes,  or 
instruments  for  detecting  leaks  into  the 
space  between  the  walls; 

(4)  A  fixed  or  portable  means  of  re¬ 
moving  water  and  oil  from  the  space 
between  the  walls:  and 

(5)  A  means  of  personnel  acce.ss  into 
all  spaces  between  the  walls  for  purposes 
of  inspection. 

( b)  Tliis  section  docs  not  apply  to  tank 
barges  that  have  a  certificate  of  inspec- 
tion  for  ocean  or  coastwise  service  under 
46  CFR  Chapter  I  when  operated  as  the 
only  barge  in  a  tow. 

§  1.3.3.310  C'iirgo  ftil  tlix'liiirgc  ('(iiiliiiii- 

nient. 

(a)  After  December  31,  1974,  no  per¬ 
son  may  operate  a  tank  vessel  that  Is 
carrying  oil  that  has  a  tank  capacity 
for  10,000  U.S.  gallons  or  more  of  oil 
unless  it  has — 

(1)  F7xed  containers  or  enclosed  deck 
areas  that  meet  the  requirements  of  this 
section  under  or  aroimd  each  oil  loading 
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manifold  and  each  oil  transfer  connec¬ 
tion  area;  and 

(2)  A  means  of  draining  or  removing 
discharged  oil  from  each  container  or 
enclosed  deck  area. 

(b)  Each  drain  and  scupper  in  an  en¬ 
closed  deck  area  required  by  this  section 
must  have  an  attached  means  of  closing. 

(c)  Each  fixed  container  or  enclosed 
deck  area  must  hold,  in  all  conditions  of 
vessel  list  or  trim,  to  be  encountered  dur¬ 
ing  the  loading  operation  at  least — 

(1)  100  U.S.  gallons  if  it  serves  one  or 
more  6-inch  nominal  diameter  or 
smaller  hose  or  loading  arm  connections ; 

(2)  150  U.S.  gallons  if  it  serves  one  or 
more  hose  or  loading  arm  coimections 
larger  than  6  inches,  but  less  than  12 
inches,  nominal  diameter;  or 

(3)  200  U.S.  gallons  if  it  serves  one  or 
more  12-inch  or  larger  nominal  diameter 
hose  or  loading  aim  connections. 

§  159.320  Furl  oil  disriiargr  runtuin- 
niriil. 

After  December  31,  1974,  no  person 
may  transfer  oil  for  fuel  to  a  vessel  of 
100  gross  tons  or  more  unless — 

(a)  It  has  a  fixed  container  or  en¬ 
closed  deck  area  of  at  least  14  U.S.  gal¬ 
lons  capacity  under  or  around  each  fuel 
tank  vent,  overflow,  and  fill  pipe;  or 

(b)  Each  fuel  tank  vent,  overflow,  and 
fill  pipe  is  located  where  a  portable  con¬ 
tainer  that  is  at  least  18  inches  deep  and 
has  at  least  14  U.S.  gallons  capacity  can 
be  placed  under  it. 

§  15.5.330  Oily  >taslr  and  !>Iop  reirnlion. 

(a)  After  December  31,  1974,  no  per¬ 
son  may  operate  a  vessel  of  100  or  more 
gross  tons  unless  it  has  capacity  to  retain 
on  board  all  oily  waste  and  oily  bilge 
slops  that  may  accumulate  while  oper¬ 
ating  in  the  navigable  waters. 

(b)  No  person  may  use  a  tank  for 
oily  bilge  slops  or  oily  waste  on  U.S.  ves¬ 
sels  unless  the  tank  meets  the  require¬ 
ments  of  46  CPR  56.50-50(h)  for  isola¬ 
tion  betwen  oil  tanks  and  bilge  systems. 

§  1.55.340  Bilgr  slops  on  vrssris  moro 
lliun  100  gross  Ions:  inlrmalioiial 
voyages. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  100  or  more  gross 
tons  that  is  certificated  under  46  CFR 
Chapter  I  for  international  voyages  or  a 
foreign  vessel  of  100  or  more  gross  tons 
unless — 

(a)  The  vessel  has  at  least  one  pump 
installed  to  discharge  oily  bilge  .slops 
through  a  fixed  piping  system; 

(b)  Tire  piping  system  required  by  this 
section  has  at  least  one  outlet — 

(1)  For  vessels  of  1,600  or  more  gross 
tons,  on  each  side  of  the  weather  deck; 
or 

(2)  For  vessels  of  less  than  1,600  gross 
tons,  accessible  from  the  weather  deck; 

(c)  Each  outlet  required  by  this  sec¬ 
tion  has  a  shore  connection  that  meets 
the  specifications  in  appendix  A  of  this 
part  or  the  vessel  has  at  least  one  porta¬ 
ble  adapter  that  meets  the  specifications 
in  appendix  A  and  fits  the  required 
outlets; 

(d)  The  vessel  has  a  means  on  the 
weather  deck  near  the  discharge  piping 


to  stop  each  piunp  that  is  used  to  dis¬ 
charge  oily  waste  and; 

(e)  The  vessel  has  a  stop  valve  in¬ 
stalled  at  each  outlet  required  by  this 
section. 

§  155..350  Itilge  ^lup.s  on  vessels  more 
than  100  gross  tons:  operations  oilier 
than  inlernalional  voyages. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  100  or  more  gross 
tons  that  is  not  subject  to  §  155.340  of 
this  part  unless — 

fa)  The  vessel  has  at  least  one  pump 
installed  to  discharge  oily  bilge  slops 
through  a  fixed  piping  system; 

(b)  The  piping  system  required  by 
this  section  has  at  least  one  outlet  that 
is  accessible  from  the  weather  deck; 

(c>  Each  outlet  required  by  this  sec¬ 
tion  has  a  shore  connection  that  meets 
the  specifications  in  appendix  A  of  this 
part  or  the  vessel  has  at  least  one  port¬ 
able  adapter  that  meets  the  specifica¬ 
tions  in  appendix  A  and  fits  the  required 
outlets;  and 

fd)  The  vessel  has  a  stop  valve  in¬ 
stalled  at  each  outlet  required  by  this 
section. 

§  1.5.5.360  Itilgr  slops  on  vessels  less 
llitiii  1 00  gross  Ions. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  less  than  100 
gross  tons  imless  it  has  a  fixed  or  portable 
means  to  discharge  oily  bilge  slops  to 
a  reception  facility. 

§  1.5.5. .370  Itallasi  disi-liarge :  vessels  of 
100  gross  Ions  or  more:  inlemalionul 
voyages. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  100  or  more  gross 
tons  that  (1)  is  certificated  under  46 
CFR  Chapter  I  for  international  voyages 
or  a  foreign  vessel  and  (2)  that  ballasts 
fuel  oil  tanks  or  has  combined  fuel  and 
ballast  tanks  unless — 

(a)  The  vessel  has  at  least  one  pump 
installed  to  discharge  ballast  through  a 
fixed  piping  system; 

(b)  Tlie  piping  system  required  by  this 
section  has  at  least  one  outlet — 

(1)  For  vessels  of  1,600  or  more  gross 
tons,  on  each  side  of  the  weather  deck ;  or 

(2)  For  vessels  of  less  than  1,600  gross 
tons,  accessible  from  the  weather  deck; 

(c»  Each  outlet  required  by  this  sec¬ 
tion  has  a  shore  connection  that  meets 
the  specifications  in  Appendix  A  of  this 
part  or  the  vessel  has  at  least  one  port¬ 
able  adapter  that  meets  the  specifica¬ 
tions  in  Appendix  A  and  fits  the  required 
outlets; 

<d)  The  vessel  has  a  means  near  the 
discharge  piping  on  the  weather  deck  to 
stop  each  pump  that  is  used  to  discharge 
oily  ballast;  and 

<e)  The  vessel  has  a  stop  valve  in¬ 
stalled  at  each  outlet  required  by  this 
section. 

§  1.5.5.380  llallasi  disvhurgr:  vessels 
more  lhan  100  gross  Ions:  operalions 
Ollier  llian  inlernalional  voyages. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  100  or  more  gross 
tons  that  (1)  is  not  subject  to  §  155.370 


raid  (2)  ballasts  fuel  oil  tanks  or  has 
combined  fuel  and  ballast  tanks  unless — 

(a)  The  vessel  has  at  least  one  pump 
installed  to  discharge  all  oily  ballast 
through  a  fixed  piping  system; 

<  b )  The  piping  system  required  by  this 
section  has  at  least  one  outlet  that  is 
accessible  from  the  weather  deck; 

(c)  Each  outlet  required  by  this  sec¬ 
tion  has  a  shore  connection  that  meets 
the  specifications  in  Appendix  A  of  this 
part  or  the  vessel  has  at  least  one  port¬ 
able  adapter  that  meets  the  specifica¬ 
tions  in  Appendix  A  and  fits  the  required 
outlets;  and 

(d)  The  vessel  has  a  stop  valve  in¬ 
stalled  at  each  outlet  required  by  this 
section. 

§  15.5. .390  ItallusI  diwiiargi*:  vesj^els  loss 
llian  100  gro<^s  lon><. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  less  than  100 
gross  tons  that  ballasts  fuel  oil  tanks  im¬ 
less  it  has  a  fixed  or  portable  means  to 
discharge  oily  ballast  to  a  reception 
facility. 

§  155.100  Valves. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  100  or  more  gross 
tons  unless — 

(a)  It  has  a  valve  in  each  fixed  over¬ 
board  bilge  and  ballast  discharge  line 
except  a  line  used  only  for  discharges 
from  spaces  free  from  sources  of  oil; 

(b)  It  has  a  positive  means  of  clos¬ 
ing  each  valve  required  by  paragraph  (a) 
of  this  section  at  the  valve  if  it  is  ac¬ 
cessible  and — 

(1)  On  or  above  the  freeboard  deck 
of  a  vessel  that  is  required  to  have  a 
freeboard  deck  under  46  CFR  43.05-1 
(g) ;  or 

(2)  On  or  above  the  main  deck  of  a 
vessel  that  does  not  have  a  freeboard 
deck; 

(c)  Each  valve  required  by  §§  155.340, 

155.350,  155.370,  155.380,  and  paragraph 
(a)  of  this  section  has  a  positive  means 
of  being  sealed  in  the  closed  position; 
and 

(d)  Each  valve  required  by  §§  155.340, 

155.350,  155.370,  155.380,  and  paragraph 
(a)  of  this  section  is  conspicuously  iden¬ 
tified  by  a  label  on  or  next  to  the  valve 
and  each  remote  means  of  closing  the 
valve. 

§  1.5.5.110  llilgc  and  liallasi  valve  seals. 

Except  when  discharging  bilge  slops  or 
ballast,  no  person  may  operate  a  vessel 
of  100  or  more  gross  tons  imless  each 
valve  required  by  §§  155.400,  155.340, 

155.350,  155.370,  155.380,  and  each  emer¬ 
gency  bilge  suction  valve  is  sealed  in  the 
fully  closed  position  in  a  way  that  the 
valve  cannot  be  opened  without  breaking 
the  seal. 

§  1.5.5.120  Valvr  seals:  iilenlifiralioii  and 
reuse. 

Each  person  who  seals  a  valve  required 
to  be  sealed  under  §  155.410  shall  use  a 
seal  that — 

(a)  Is  numbered  or  otherwise  marked 
to  distinguish  it  from  all  other  seals  on 
board; 
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(b)  Cannot  be  resealed  after  it  Is 
broken:  and 

(c)  Breaks  without  restricting  valve 
operation  when  the  valve  is  opened. 

§133.1-30  Valve  seal  record. 

(a>  Each  operator  of  a  vessel  required 
to  have  the  bilge  or  ballast  valves  sealed 
under  §  155.410  shall  maintain  a  record 
for  each  valve  containing — 

(1)  The  name  or  number  of  the 
vessel : 

(2)  The  identification  number  of  each 
seal  used  on  the  valve: 

(3)  The  date  and  time  each  seal  is 
applied: 

(4)  The  date  and  time  each  seal  is 
broken:  and 

(5)  The  reason  each  seal  was  broken. 

(b)  Each  person  who  makes  a  record 

required  by  paragi’aph  (a)  of  this  section 
shall  keep  that  record  for  at  least  30 
days  after  the  seal  is  broken. 

§  13.3.110  Plariird:  vessels  less  ilian  100 

gross  Ions. 

After  December  31,  1974,  no  person 
may  operate  a  vessel  of  less  than  100 
gross  tons,  except  a  foreign  vessel  or  a 
vessel  less  than  26  feet  in  length,  unless 
it  has  at  least  a  5  by  8  inch  placard  made 
of  durable  material  fixed  in  a  conspic¬ 
uous  place  stating  the  following: 

Discharge  of  Oil  Prohibited 

The  discharge  of  oil  or  oily  waste  Into  or 
upon  the  navigable  waters  of  the  United 
States  which  causes  a  film  or  sheen  upon 
or  discoloration  of  the  water  or  causes  a 
Sludge  or  emulsion  beneath  the  surface  of 
the  water  is  prohibited  by  the  Federal  Water 
Pollution  Control  Act,  as  amended.  Viola¬ 
tors  are  subject  to  a  penalty  of  $10,000. 

§  133. -130  Exceptiim  for  all  vessels;  oily 
H’usle  processing  eiiuipiiienl. 

Sections  155.340  through  155.390  do 
not  apply  to  a  vessel  that  has  a  means 
approved  by  the  Commandant  to  process 
oily  bilge  slops  or  oily  ballast. 

§  133.160  Exceptiiin  for  lank  vessels; 
oily  wasle  transfer  eipiipmenl. 

Sections  155.340  through  155.390  do 
not  apply  to  tank  vessels  that  have  a 
means  of  transferring  oily  bilge  slops  to 
a  cargo  tank  used  for  slops  if  that  means 
meets  the  bilge  and  oil  system  isolation 
requirements  in  46  CFR  56.50-50(h), 

§  133.170  Proliihited  oil  spaces. 

(a)  Except  as  provided  in  paragraph 

(b)  of  tins  section,  after  December  31, 
1974,  no  person  may  operate  a  vessel 
carrying  bulk  oil  or  oily  waste  in — 

(1)  Any  space  forward  of  a  collision 
bulkhead : 

(2 )  The  foi*wardmost  space  of  any  ves¬ 
sel  that  does  not  have  a  collision  bulk¬ 
head:  or 

(3)  Any  space  between  double  walls, 
including  spaces  on  the  aft  end,  on  a 
barge  that  is  required  to  have  double 
walls  imder  §  155.305:  or 

(4)  The  aftermost  space  on  any  barge. 

(b)  Fuel  oil  for  use  on  the  vessel  may 
be  earned  in  independent  tanks  in  the 
spaces  specified  in  paragraph  (a)  of  this 
section  if  such  a  tank  is  at  least  24 


inches  inboard  of  the  hull  structure  or  is 
aft  of  the  forward  quarter  length  of  the 
vessel. 

§  133.180  Iiispeclion  of  valves. 

No  peraon  may  operate  any  vessel  that 
has  a  certificate  of  inspection  issued 
under  46  CFR  Chapter  I  unless  each  of 
the  following  valves  has  been  opened, 
inspected,  and  found  to  function  prop¬ 
erly  by  the  owner  or  operator  of  the  ves¬ 
sel  or  his  representative  at  or  since  the 
last  di-ydocking  or  hauling  out  of  the 
vessel  required  by  46  CFR  Chapter  I: 

(a)  Bilge  emergency  suction  valves. 

(b)  Ballast  sea  suction  valves  except 
in  lines  to  oil  free  tanks. 

(c)  Bilge  overboard  discharge  valves 
required  by  §  155.400. 

(d)  Ballast  overboard  discharge  valves 
required  by  §  155.400. 

(e)  Valves  used  to  separate  clean  bal¬ 
last  from  oil  or  oily  ballast. 

(f)  Valves  used  to  isolate  oil  or  oily 
ballast  from  the  sea. 

Subpart  C — Oil  Transfer  Personnel, 
Procedures,  Equipment,  and  Records 

§  1.3.3.700  Drsignalion  of  person  in 
eliarge. 

The  operator  of  each  vessel  shall  desig¬ 
nate  the  person  or  persons  in  charge  of 
each  transfer  of  oil  to  or  from  the  vessel 
and  of  each  tank  cleaning  operation. 

§  1.3.3.710  (.tiialifiealions  of  per-oii  in 
eharge. 

<a)  No  person  may  serve,  and  the  op¬ 
erator  of  a  vessel  may  not  use  the  services 
of  a  person,  as  a  pierson  in  charge  of  the 
transfer  of  oil  to  or  from  a  vessel  or  of 
tank  cleaning  operations  unless — 

( 1 )  For  oil  transfer  operations  on  tank 
ships,  he  holds  a  valid  license  as  a  master, 
mate,  pilot,  or  engineer  for  tank  vessel 
seiwice,  except  that  the  person  in  charge 
of  tenk  cleaning  operations  conducted 
at  an  onshore  tank  cleaning  facility  may 
be  a  certificated  tankerman; 

(2)  For  tank  barges,  he  holds  a  valid 
license  as  a  master,  mate,  pilot,  or  engi¬ 
neer  for  tank  vessel  service  or  is  a  certif¬ 
icated  tankerman: 

(3)  For  vessels  other  than  tank  vessels 
that  are  required  by  Chapter  I  of  Title  46 
to  have  a  licensed  officer  on  board,  he 
holds  a  valid  license  as  master,  mate, 
pilot,  engineer,  or  operator:  or 

(4)  For  all  other  vessels,  he  has  been 
instrocted  by  the  operator  in  his  duties 
and  the  Federal  water  pollution  laws  and 
regulations  that  apply  to  the  vessel. 

§  13.3.720  Oil  Iransfor  promliires. 

No  pereon  may  oiierate  a  vessel  that 
has  a  tank  capacity  for  oil  of  10,000  U.S. 
gallons  or  more  unless  that  vessel  has  oil 
transfer  procedures  that  meet  the  re¬ 
quirements  of  this  part. 

§  1.3.3.730  Eoniplianoo  willi  uil  Iransfer 
pr<M"e«lurr-.H. 

The  operator  of  each  vessel  shall  use 
and  require  its  personnel  to  use  the  oil 
transfer  procedures  required  by  §  155.720 
for  each  oil  transfer  operation. 


§  1 35.7 10  Po<iliiig  of  oil  lraii.»for  pro- 
oeiliires. 

The  oil  transfer  procedui’es  required  by 
§  155.720  must — 

(a)  Be  legibly  printed  in  a  language 
understood  by  the  crew:  and 

(b)  Be  permanently  posted  at  the  fuel¬ 
ing  station  or  cargo  control  station  or  a 
place  where  the  procedures  can  be  easuy 
seen  and  used  by  the  crew. 

§  1.3.3.730  Eoiiloiils  of  oil  Iraii'for  pro. 
«'»Mli!re"‘. 

The  oil  transfer  procedures  required  by 
§  155.720  must  contain — 

(a)  If  the  vessel  carries  incompatible 
cargoes,  a  list  of  the  products  to  which 
the  oil  transfer  procedures  apply: 

(b)  A  description  of  each  oil  transfer 
system  installed  on  the  vessel  including — 

(1)  A  line  diagram  of  the  vessel’s  oil 
transfer  piping  including  the  location  of 
each  valve,  pump,  control  device,  vent, 
and  overflow:  and 

(2)  The  location  of  the  shutoff  valve 
or  other  isolation  device  that  separates 
any  bilge  or  ballast  system  from  the  oil 
transfer  .system. 

(c)  The  number  of  persons  required 
to  oiierate  each  oil  transfer  system: 

(d)  The  duties  by  title  of  each  officer, 
person  in  charge,  tankerman,  deckhand, 
and  any  other  person  required  for  each 
oil  transfer  operation: 

(e)  Procedures  and  duty  a.ssignmeuts 
for  tending  the  vessel’s  moorings  during 
the  transfer  of  oil: 

<f)  Procedures  for  operating  the 
emergency  shutdown  means  required  by 
§  155.780: 

( g )  Any  special  procedures  for  topping 
off  tanks: 

(h)  Procedures  for  closing  all  valves 
used  during  the  oil  transfer  operation: 

(i»  A  description  of  the  deck  dis¬ 
charge  containment  system: 

(j)  The  procedures  for  emptying  the 
deck  discharge  containment  system: 

(k)  Procedures  for  containment  of  oil 
discharges  on  the  water:  and 

(l)  Procedures  for  reporting  oil  dis¬ 
charges  on  the  water. 

§  1.33.760  Aniendmciil  of  oil  Iraii^tfcr 

proi’odiires. 

(a)  The  Captain  of  the  Port  or  Officer 
in  Charge  of  Marine  Inspection  may  re¬ 
quire  the  operator  of  any  vessel  that  is 
required  to  have  oil  transfer  procedures 
to  amend  those  procedures  if,  after  in¬ 
spection,  he  finds  that  the  oil  transfer 
procedures  are  not  adequate  to  meet  the 
requirements  of  Part  156  of  this  chapter. 

(b)  When  the  Captain  of  the  Port  or 
Officer  in  Charge  of  Marine  Inspection 
determines  to  require  an  amendment  of 
an  oil  transfer  procedure,  he  notifies  the 
operator,  in  writing,  of  a  date  not  le.ss 
than  14  days  from  the  date  of  the  notice 
on  or  before  which  the  operator  may  sub¬ 
mit  written  information,  views,  and 
arguments  on  the  amendment.  After  con¬ 
sidering  all  relevant  material  presented, 
the  Captain  of  the  Port  or  Officer  in 
Charge  of  Marine  Inspection  notifies  the 
operator  of  any  amendment  required 
or  of  his  decision  to  rescind  the  notice. 
The  amendment  becomes  effective  not 
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less  than  30  days  after  the  operator  re¬ 
ceives  the  notice,  unless  the  operator 
petitions  the  Commandant  to  reconsider 
the  notice,  in  which  case  it  effective  date 
is  stayed  pending  a  decision  by  the  Com¬ 
mandant. 

(c»  If  the  Captain  of  the  Port  or  Offi¬ 
cer  in  Charge  of  Marine  Inspection  finds 
tliat  there  is  a  condition  requiring  im¬ 
mediate  action  to  prevent  the  discharge 
of  oil  tliat  makes  the  procedure  in  para¬ 
graph  (b)  of  this  section  impracticable 
or  contrary  to  the  public  interest,  he  may 
require  an  amendment  effective,  without 
stay,  on  the  date  the  operator  receives 
notice  of  it.  In  such  a  case,  the  Captain 
of  the  Port  or  Officer  in  Charge  of 
Marine  Inspection  includes  a  brief  state¬ 
ment  of  the  reasons  for  his  finding  in 
the  notice,  and  the  operator  may  peti¬ 
tion  the  Commandant  to  reconsider  the 
amendment. 

(d)  Petitions  to  the  Commandant 
must  be  submitted  in  writing  to  the  Cap¬ 
tain  of  the  Port  or  Officer  in  Charge  of 
Marine  Inspection  who  issued  the  re¬ 
quirement  to  amend. 

§  133.770  Marhiiiory  oil  drains:  I’.S. 
vesscit*. 

(a)  Except  as  provided  in  paragraph 

(b),  no  person  may  drain  the  sumps  of 
oil  lubricated  machinery  or  the  contents 
of  oil  filters,  strainers,  or  purifiers  into 
the  bilge  of  any  United  States  vessel. 

(b)  Before  December  31,  1974,  oil  may 
be  drained  from  the  sump  of  oil  lubri¬ 
cated  machinery  into  the  bilge  of  a  vessel 
that  is  not  otherwise  required  to  have  a 
means  to  prevent  oil  draining  into  the 
bilge  if — 

( 1 )  The  oil  can  only  be  removed  from 
the  sump  by  first  draining  it  into  the 
bilge;  and 

(2)  The  oil  is  removed  from  the  bilge 
other  than  by  discharging  into  the  water. 

§  1.33.780  Emorpenry  shiildoKn. 

(a)  No  person  may  operate  a  tank  ves¬ 
sel  carrying  oil  in  a  cargo  tank  with  a 
capacity  of  more  than  10,000  U.S.  gallons 
unless  it  has  on  board  an  emergency 
means  to  enable  the  person  in  charge  of 
the  transfer  of  oil  to  stop  the  flow’  of  oil 
to  a  facility  or  another  vessel  if  normal 
operating  procedures  fail. 

(b)  The  emergency  means  must  be  a 
pump  control  or  a  quick  acting,  power 
activated  valve.  If  an  emergency  pump 
control  is  used,  it  must  stop  the  flow  of 
oil  if  oil  could  syphon  through  the 
stopped  pump. 

(c)  The  emergency  means  must  be  op¬ 
erable  from  the  cargo  deck,  cargo  con¬ 
trol  room,  or  the  usual  operating  station 
of  the  person  in  charge  of  the  transfer 
of  oil. 

§  1.3.3.790  Dock  lipliiiiig. 

(a)  After  December  31, 1974,  no  person 
may  operate  a  tank  ship  that  is  transfer¬ 
ring  oil  to  or  from  the  ship  between  sun¬ 
set  and  sunrise  imless  that  tank  ship  has 
c.argo  deck  lighting  that  illuminates — 

(1>  Each  cargo  transfer  connection 
point  and  each  ullage  point  with  a  mini¬ 
mum  lighting  intensity  of  10  foot 
candles;  and 


(2)  Each  work  area,  tank  trunk,  and 
dome  w’ith  a  lighting  intensity  of  2  foot 
candles. 

(b)  The  lighting  intensity  must  be 
measured  on  a  horizontal  plane  3  feet 
above  the  cargo  deck  or  walking  surface, 

§  133.300  Oil  transfer  Il0^e. 

No  person  operating  any  vessel  may 
use,  and  no  person  may  operate  a  U.S. 
vessel  that  carries,  an  oil  transfer  hose 
that  is  larger  than  3  inches  in  diameter 
unless  it  meets  the  requirements  of 
§  154.500  of  this  chapter. 

§  13.3.810  Tank  vessel  .sociirily. 

No  owner  or  operator  of  any  vessel  or 
facility  may  leave  unattended  a  tank 
vessel  that  contains  more  than  a  re-sidual 
amount  of  oil  in  any  cargo  tank. 

§  1 33.820  Itecurds. 

The  o}>erator  of  each  vessel  shall  kee]i 
and  make  available  for  inspection  by  the 
Commandant — 

(a)  The  name  of  each  person  cur¬ 
rently  designated  as  a  person  in  charge 
of  oil  transfer  operations; 

(b)  The  date  and  result  of  the  most 
recent  test  or  inspection  of  each  item 
tested  or  inspected  under  §  156.170  of  this 
chapter;  and 

(c)  The  hose  information  required  by 
§  154.500(f)  of  this  chapter  unless  that 
information  is  marked  on  the  hose. 

Arrrxriix  .spKc  mr.^xioxs  for  Shore  I'onnkctiox 


Ili'iii  Dcsi'iijilioii  l>iinciisiuu 


1  Oulslilf  (liioiicli'r.  21.1  mm.  (KH'). 

2  liisM)' di;im<'t<-r.  .  .\i'i'or(liiiK  to  jiipi' 

•liumctpr. 

.■{  Holt  ('ircli' dium-  IM  mm.  ^73/lt)'). 

••lor. 

I  ■Sloi.'.  in  nmif.’!*  .  ft  Ii(il<-s  22  mm.  (T/h')  ill 
diamotiT  simll  he  <‘(|iii- 
distimtly  placixl  un  u  lioll 
rirclc  of  tlip  alMivo  dlam- 
I'tor,  sIoUihI  to  llu“  (lam:i> 
|H‘iipli«‘iy.  'I'lic  slot  width 
i.-i  to  lj»‘  22  mm.  (7, a"). 

Kl;mt:i' lliirkm*.ss. .  2limm.  (®4*). 

<i  Knits  and  mit.s  ,  ti,  farli  of  20  mm.  (®i')  ill 
diamctfi  and  ol  suituliii* 
li'iiytli. 


The  flange  shall  be  of  steel  having  a  flat 
face,  with  a  gasket  of  ollproof  material,  and 
both  shall  be  suitable  for  a  service  pressure 
of  6  kg  cm®  (85  p.s.i.). 


PART  156— OIL  TRANSFER 
OPERATIONS 

Sec. 

156.100  General. 

156.105  DeflnlUons. 

156.110  Person  In  charge;  limitations. 
156.120  Requirements  for  oil  transfer. 
156.130  Connections. 

156.150  Declaration  of  inspection. 

156.160  Supervision  by  person  in  charge. 
156.170  Equipment  tests  and  Inspections. 

Authority;  The  provisions  of  this  Part 
156  issued  under  secs.  11(J)(1)  (C)  and  (D) 
of  the  Water  Pollution  Control  Act  of  1956, 
added  by  the  Water  Quality  Improvement  Act 
of  1970  (84  Stat.  91);  33  U.S.C,  ll6l(J)(l) 
(C)  and  (D):  §  O.  11548,  3  CFR,  1971  Supp., 
p.  545;  49  CFR  1.46(m). 

§  136,100  Griierul. 

This  part  prescribes  rules  that  apply 
to  the  transfer  of  oil  to  or  from  any 


vessel  on  the  navigable  waters  of  the 
United  States  that  has  a  capacity  of 
10,000  U.S.  gallons  or  more  for  that  oil, 
except  the  transfer  of — 

(1)  Lubricating  oil  for  use  on  board 
the  vessel;  and 

(2)  Nonpetroleum  based  oil  that  is 
transferred  to  or  from  a  vessel  other 
than  a  tank  vessel. 

§  1 .36. 1 03  Deli 

As  used  in  this  part; 

(a)  “Oil”  means  oil  of  any  kind  or 
in  any  form,  including,  but  not  limited 
to,  petroleum,  fuel  oil,  sludge,  oil  refuse, 
and  oil  mixed  with  wastes  other  than 
dredged  .spoil. 

<b)  “Vessel”  means  every  description 
of  watercraft  or  other  artificial  contriv¬ 
ance  used,  or  capable  of  being  u.sed, 
as  a  means  of  transportation  on  water 
other  than  a  public  vessel. 

(c)  “Person  in  charge”  means  a  per¬ 
son  designated  as  a  person  in  charge 
under  §  154.710  or  §  155.700  of  this 
chapter. 

§  1,36.110  PerMiii  ill  cliurgo:  liiiiilalioii^. 

(a)  No  person  may  serve  as  the  per¬ 
son  in  charge  of  oil  transfer  operation.s 
on  more  than  one  vessel  at  a  time 
unless — 

( 1  *  The  vessels  are  immediately 
adiacent; 

•  2)  There  is  a  ready  means  of  access 
between  vessels;  and 

(3)  The  person  in  charge  is  not  also 
the  person  in  cliarge  of  the  facility. 

(b)  No  person  may  serve  as  the  person 
in  charge  of  both  the  vessel  and  the 
facility  during  oil  transfer  operations  ex¬ 
cept  when  the  facility  permit  authorizes 
such  procedure. 

§  1.36.120  KequirrniriilM  for  oil  lrall^^^r. 

No  person  may  transfer  oil  to  or  from 
a  vessel  unless — 

(a)  The  vessel’s  moorings  are  strong 
enough  to  hold  in  all  expected  condi¬ 
tions  of  surge,  current,  and  weather  and 
long  enough  to  allow  adjustment  for 
changes  in  draft,  drift,  and  tide  during 
the  transfer  operation; 

« b)  Oil  transfer  hoses  or  loading  aims 
are  long  enough  to  allow  the  vessel  to 
move  to  the  limits  of  its  moorings  with¬ 
out  placing  strain  on  hose  or  loading 
arm; 

(c)  Each  hose  is  supported  in  a  man¬ 
ner  that  prevents  strain  on  its  coupling; 

<d)  Each  part  of  the  transfer  system 
necessai’y  to  allow  the  flow  of  oil  is  lined 
up  for  the  transfer; 

(e)  Each  part  of  the  facility  and  ves¬ 
sel  transfer  system  that  is  not  necessai-y 
for  the  transfer  operation  is  securely 
blanked  or  shut  off ; 

(f)  The  tran.sfer  system  is  connected 
to  a  fixed  piping  distribution  system  on 
the  receiving  vessel  or  facility; 

(g)  Except  when  used  to  receive  or 
discharge  ballast,  each  overboard  dis¬ 
charge  or  sea  suction  valve  that  is  con¬ 
nected  to  the  vessel’s  oil  transfer,  bal¬ 
last,  or  cargo  tank  systems  is  sealed  in 
the  closed  position; 

(h)  Each  oil  transfer  hose  is  free  from 
loose  covers,  bulges,  gouges,  cuts,  slashes, 
and  soft  spots; 
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(i)  Each  bolted  flange  coupling  meets 
the  requirements  in  §  156.130; 

(j)  The  discharge  containment  re¬ 
quired  by  §§  154.530,  155.310,  and  155.320 
of  this  chapter  as  appropriate  is  in  place; 

(k)  Each  scupper  or  drain  in  a  dis¬ 
charge  containment  system  is  closed; 

(l)  The  communications  required  by 
§  154.560  of  this  chapter  are  operable  for 
the  transfer  operation; 

(m)  The  emergency  means  of  sliut- 
down  required  by  §§  154.550  and  155.780 
of  this  chapter,  as  appropriate,  is  in 
position  and  operable; 

(n)  Enough  personnel  are  on  duty  to 
conduct  the  transfer  operations  in  ac¬ 
cordance  with  the  facility  operations 
manual  and  vessel  oil  transfer  proce- 
dui’es  that  apply  to  the  transfer  opera¬ 
tion; 

(o)  At  least  one  person  is  present  w'ho 
fluently  speaks  the  language  siwken  by 
each  person  in  charge; 

(p)  The  person  in  charge  of  the  trans¬ 
ferring  vessel  or  facility  and  the  person 
in  charge  of  the  receiving  vessel  or  facil¬ 
ity  have  held  a  conference  to  assure  that 
each  person  in  charge  understands  all 
aspects  of  the  transfer  operations,  in¬ 
cluding  at  least — 

(1)  The  identity  of  the  product  to  be 
transferred; 

(2)  The  sequence  of  transfer  opera¬ 
tions; 

(3)  Tlie  transfer  mte; 

(4)  The,  name  or  title  and  location  of 
each  person  participating  in  the  transfer 
operation; 

(5 )  Particulars  of  the  transferring  and 
receiving  systems; 

(6)  Critical  stages  of  the  transfer 
operation; 

(7)  Federal,  State  and  local  rules  that 
apply  to  the  transfer  of  oil; 

(8)  Emergency  procedures; 

(9)  Discharge  containment  proce- 
dui’es; 

(10)  Discharge  reporting  procedures ; 

(11)  Watch  or  shift  arrangements; 
and 

(12)  Ti’ansfer  shutdown  procedures. 

(q)  The  person  in  charge  of  the  trans¬ 
ferring  vessel  or  facility  and  the  person 
in  charge  of  the  receiving  vessel  or  fa¬ 
cility  agree  to  begin  the  transfer 
operation ; 

(r)  Each  person  in  charge  required  by 
this  part  is  present; 

(s)  Between  sunset  and  simrise  the 
lighting  required  by  §  154.570  and  §  155.- 
790  of  this  chapter  is  provided;  and 

(t)  For  transfer  operations  on  a  barge 
between  sunset  and  sunrise,  lighting  of 
the  intensity  specified  in  §  155.790  of  this 
chapter  is  provided. 

§  136.130  Connections. 

(a)  Each  person  who  makes  a  connec¬ 
tion  for  oil  transfer  operations  shall — 

(1)  Use  suitable  material  in  joints  and 
couplings  to  make  a  tight  seal; 

(2)  Use  at  least  four  bolts  and  a  bolt 
in  at  least  every  other  hole  of  each  tem¬ 
porary  connection  utilizing  an  ANSI 
standard  flange  coupling; 

( 3 )  Use  a  bolt  in  each  hole  of  couplings 
other  than  a  ANSI  standard  flange; 

(4)  Use  a  bolt  in  each  hole  of  each 
fixed  coupling;  and 


(5)  Use  bolts  of  the  same  size  in  each 
bolted  coupling;  and 

(6)  Tighten  each  bolt  and  nut  vmi- 
formly  to  distribute  the  load. 

(b)  No  person  who  makes  a  connec¬ 
tion  for  oil  transfer  operations  may  use 
any  bolt  that  shows  signs  of  strain  or  is 
elongated  or  deteriorated. 

(c)  Unless  otherwise  authorized  by  the 
Commandant,  no  person  who  makes  a 
connection  for  oil  transfer  operations 
may  use  a  quick-connect  coupling  or  any 
coupling  that  is  not  bolted  or  full 
threaded. 

§  1.36.1.30  Drclnriilion  of 

fa)  No  .person  may  transfer  oil  to  or 
from  a  vessel  unless  the  persons  desig¬ 
nated  under  §§  154.710  and  155.700  of 
this  chapter  as  person  in  charge  of  the 
transferring  facility  or  vessel  and  the  re¬ 
ceiving  facility  or  vessel  have  signed  the 
declaration  of  inspection  form  prescribed 
in  paragraph  (c)  of  this  section. 

(b)  No  person  in  charge  may  sign  a 
declaration  of  inspection  of  a  vessel  or 
facility  unless  he  has  determined  by  in¬ 
spection  that  the  facility  or  vessel  meets 
the  requirments  in  §  156.120. 

(c)  The  declaration  of  inspection  re¬ 
quired  to  be  signed  in  paragraph  (a)  of 
this  section  may  be  in  any  form  but  must 
contain  at  least — 

(1)  The  name  or  other  identification 
of  the  transferring  vessel  or  facility  and 
the  receiving  vessel  or  facility; 

(2)  The  address  of  the  facility  or  loca¬ 
tion  of  the  transfer  operation  if  not  at  a 
facility: 

(3)  The  date  the  transfer  operation  is 
started: 

(4)  A  list  of  the  requirements  in 
§  156.120  with  spaces  on  the  form  follow¬ 
ing  each  requirement  for  the  persons  in 
charge  to  indicate  whether  the  require¬ 
ment  is  met  for  the  transfer  operation: 
and 

(5)  A  space  for  the  date,  time  of  .sign¬ 
ing,  signature,  and  title  of  each  pei*son  in 
charge  during  oil  transfer  operations  on 
the  transferring  vessel  or  facility  and  a 
space  for  the  date,  time  of  signing,  signa¬ 
ture,  and  title  of  each  person  in  charge 
during  the  oil  transfer  operations  on  the 
receiving  facility  or  vessel. 

(d)  The  form  for  the  declaration  of 
in.sjiection  required  in  paragraph  (a)  of 
this  section  may  incorporate  the  declara¬ 
tion  requirements  in  46  CFR  35.35-30. 

(e)  The  operator  of  each  ves.sel  and 
each  facility  shall  retain  at  least  one 
signed  copy  of  each  declaration  of  in¬ 
spection  required  for  that  vessel  or 
facility  for  at  least  2  months  from  the 
date  it  is  signed. 

§  1.36.160  Siipt‘rvi.si<»M  I>y  porMni  in 

cliargo. 

(a)  No  person  may  connect,  top  off, 
disconnect,  or  engage  in  any  other  criti¬ 
cal  oil  transfer  operation  unless  the 
person  in  charge  designated  under 
§§  154.710  and  155.700  of  this  chapter 
pensonally  supervises  the  operation. 

(b)  No  person  may  start  the  flow  of 
oil  to  or  from  a  vessel  unless  instructed 
to  do  so  by  the  person  in  charge. 

(c)  No  person  may  transfer  oil  to  or 
from  a  vessel  unless  the  person  in  charge 


is  in  the  immediate  vicinity  of  the  trans¬ 
fer  opei-ation  and  immediately  available 
to  the  crew. 

(d)  No  person  may  transfer  oil  to  or 
from  a  vessel — 

(1)  While  any  transfer  component  is 
releasing  oil  at  a  rate  that  will  exceed 
the  capacity  of  the  containment  system; 
or 

(2)  While  there  is  oil  in  the  water 
near  any  transfer  component  from  an 
unknown  source; 

§  1.36.170  Fiiiiipiii<''!il  lOHls  and  in^pn*- 

lions. 

(a>  No  person  may  use  any  item  of 
equipment  li.sted  in  paragraph  (c)  of  this 
section  in  oil  transfer  operations  unless, 
since  the  beginning  of  the  11th  calendar 
month  before  the  month  in  which  it  is 
used,  the  operator  of  the  vessel  or  facility 
has  tested  and  inspected  it  in  accordance 
with  paragraphs  (b)  and  (c)  of  this  sec¬ 
tion  and  found  that  it  is  in  the  condition 
specifled  in  paragraph  (c)  of  this  section. 

(b)  During  any  test  or  inspection  re¬ 
quired  by  this  section,  a  hose  must  be  in 
a  straight  and  horizontal  position  and 
the  entire  external  sm’face  must  be 
accessible. 

(c)  For  the  purposes  of  paragraph  (a) 
of  this  section — 

(1)  Each  nonmetallic  oil  transfer 
hose,  other  than  submarine  hose,  that  is 
larger  than  3  inches  in  diameter  must — 

(1)  Have  no  loose  covers,  kinks,  bulges, 
gouges,  cuts,  slashes,  or  soft  spots; 

(ii)  Have  no  external  and,  to  the  ex¬ 
tent  internal  inspection  is  possible  with 
both  ends  of  the  hose  open,  no  internal 
deterioration:  and 

(iii)  Not  burst,  bulge,  leak,  or  abnor¬ 
mally  distort  under  static  liquid  pres¬ 
sure  at  least  as  great  as  the  pressure  of 
the  relief  valve  setting  (or  maximum 
pump  pressure  when  no  relief  valve  is 
installed)  plus  any  static  head  pressure 
of  the  system  in  which  the  hose  is  used; 

(2)  Each  transfer  system  relief  valve 
must  open  at  the  pre.ssure  at  which  it  is 
set  to  open; 

(3)  Each  pres.sure  gauge  must  show 
pres.sure  within  10  percent  of  the  actual 
pressure : 

(4)  Each  loading  arm  and  each  oil 
transfer  piping  system  including  each 
metallic  ho.se  must  not  leak  under  static 
liquid  pressure  at  least  as  great  as  the 
pre.ssure  of  the  relief  valve  setting  (or 
maximum  pump  pressure  when  no  relief 
valve  is  installed)  plus  any  static  head 
pre.ssure  in  the  system;  and 

(5)  Each  item  of  remote  operating  or 
indicating  equipment  such  as  a  remotely 
operated  valve,  tank  level  alarm,  or 
emergency  shutdown  device  must  per¬ 
form  its  intended  function. 

(d)  No  person  may  u.se  any  hose  in 
undei-water  service  for  oil  transfer  oper¬ 
ations  unless,  since  the  beginning  of  the 
23d  month  before  the  month  in  which 
it  is  used,  the  operator  of  the  vessel  or 
facility  has  tested  and  in.spected  it  in  ac¬ 
cordance  with  paragraph  (c)(1)  or  (4) 
of  this  .section,  as  applicable. 

(b)  By  revising  §  151.35(h)  of  Part 
151  to  read  as  follows: 

§131.3.3  Oil  record 

«  •  •  •  • 
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(h)  The  Oil  Record  Book  maintained 
on  a  vessel  when  not  engaged  on  a  for¬ 
eign  voyage  shall  be  submitted  during 
the  months  of  January,  April,  July,  and 
October  with  entries  for  the  preceding 
3  months  to  the  Commander,  3d  Coast 
Guard  District(m),  New  York,  if  the 
home  port  is  located  on  the  east  or  gulf 
coast;  or  to  the  Commander,  Twelfth 
Coast  Guard  District (m),  San  Fran¬ 
cisco,  if  the  home  port  of  the  vessel  is 
located  on  the  West  Coast. 

(Sec.  11(J)(1)(C)  of  the  Water  Pollution 
Control  Act  of  1956,  added  by  the  Water  Qual¬ 
ity  Improvement  Act  of  1970  (84  Stat.  91); 
33  U.S.C.  1161(J)  (1)  (C):  E.O.  11548,  3  CFR, 
1971  Supp.,  p.  545;  49  CFR  1.46(m) ) 

Dated;  December  15, 1971. 

C.  R.  Bender, 
Admiral.  U.S.  Coast  Guard, 
Commandant. 

|FR  Doc.71-18641  Filed  12-23-71:8:45  am] 


[  46  CFR  Parts  10,  12,  31,  71,  91,  176, 
187,  1891 

ICOFR  71-161] 

POLLUTION  PREVENTION 

Inspection  of  Vessels  and  Deck  and 
Engineer  Officers  Licenses 

Tlie  Coast  Guard  has  imder  consider¬ 
ation  the  amendment  of  Chapter  I  of 
Title  46,  Code  of  Federal  Regulations  to 
require  additional  knowledge  by  mer¬ 
chant  marine  ofQcers  and  seamen  of  the 
effects  of  oil  pollution  and  of  laws,  regu¬ 
lations  and  procedures  to  prevent  oil 
pollution;  to  require  pollution  prevention 
equipment  for  vessel  certification;  and 
also  to  require  increased  inspection  of 
tank  barges.  This  proposal  is  issued  in 
conjunction  wth  a  proposal  for  new 
Parts  154,  155,  and  156  of  Title  33,  Code 
of  Federal  Regulations  governing  vessel 
and.  facility  oil  transfer  operations  that 
is  publish^  on  page  —  of  this  issue  of 
the  Federal  Register. 

Interested  persons  are  invited  to  par¬ 
ticipate  in  this  proposed  rule  making  by 
submitting  written  data,  views,  or  com¬ 
ments  to  the  Coast  Guard  (CMC), 
Washington,  D.C.  20590.  Communications 
should  Identify  the  notice  number 
(CGFR  71-161),  any  specific  wording 
recommended,  reasons  for  any  recom¬ 
mended  change,  and  the  name,  address, 
and  organization,  if  any,  of  the  com¬ 
mentator. 

The  Coast  Guard  will  hold  a  public 
hearing  on  February  15,  1972,  at  9:30 
a.m.  in  Conference  Room  2230,  Depart¬ 
ment  of  Transpiortation  Nassif  Building, 
400  Seventh  Street  SW.,  Wasliington, 
DC  20590.  Interested  persons  are  invited 
to  attend  the  hearing  and  present  oral 
or  written  statements  on  this  proposal. 

All  communications  received  before 
February  21,  1972,  or  at  the  hearing,  will 
be  fully  considered  and  evaluated  before 
final  action  is  taken  on  this  proposal. 
Copies  of  all  written  commimications 
received  will  be  available  for  examina¬ 
tion  in  Rpom  8234,  Department  of 
Transportation,  Nassif  Building  400 
Seventh  Street  SW.,  Washington,  DC 
both  before  and  after  the  closing  date 


for  the  receipt  of  comments.  The  pro¬ 
posal  contained  in  this  document  may  be 
changed  in  the  light  of  the  comments 
received. 

During  the  drafting  of  the  proposed  33 
CFR  Parts  154,  155,  and  156,  it  became 
apparent  that  to  have  an  effective  anti¬ 
pollution  program  three  subjects  covered 
in  Chapter  I  of  Title  46,  Code  of  Federal 
Regulations  would  require  revision; 

(1)  Merchant  marine  officers  and  sea¬ 

men  must  be  required  to  possess  a 
greater  knowledge  than  presently  re¬ 
quired  concerning  the  law  and  regula¬ 
tions  governing  oil  pollution  and  the 
methods  and  equipment  to  prevent  or 
clean  up  oil  pollution;  • 

(2)  The  equipment  required  in  the 
proposed  Part  155  must  be  a  prerequisite 
for  vessels  before  they  are  issued  a  cer¬ 
tificate  of  inspection;  and 

(3)  The  existing  vessel  drydocking  in¬ 
terval  for  inland  vessels  must  be  short¬ 
ened  to  eliminate  the  continued  oper¬ 
ation  of  leaky  vessels. 

The  professional  knowledge  of  all 
licensed  and  certificated  seamen  would 
be  required  to  include  oil  ix>llution  abate¬ 
ment  procedures.  All  such  seamen  who 
by  their  rating  may  be  engaged  in  oil 
transfer  operations  would  be  required  to 
have  knowledge  of  oil  transfer  operations 
equivalent  to  that  of  a  certificated 
tankerman.  All  officers  licensed  for  ocean 
service  would  have  to  have  additional 
knowledge  that  includes  international 
law  and  tank  cleaning  procedures  that 
do  not  pollute  the  oceans. 

Requiring  the  vessel’s  equipment  to 
comply  with  standards  for  oil  pollution 
prevention  in  order  to  obtain  a  certificate 
of  inspection  would  assure  that  inspec¬ 
tors  and  technical  personnel  examine  the 
vessel  and  its  plans  for  compliance  with 
the  regulations. 

The  proposed  33  CFR  155.305  requires 
all  inland  barges  built  after  January  1, 
1973,  to  be  of  double-wall  construction 
to  phase  out  single-skin  construction 
which  results  in  pollution.  To  minimize 
the  existing  single-skin  fleet’s  pollution 
contribution  from  hull  leaks,  the  period 
between  drydocking  of  single-skin  vessels 
would  be  reduced  to  not  more  than  3 
years.  This  change  eliminates  the  4-year 
and  5-year  drydocking  interval  for  cer¬ 
tain  inland  vessels  and  eliminates  the 
5-year  extension  privilege  on  initial  dry- 
dockings.  The  purpose  of  this  shortening 
of  drydocking  intervals  is  to  subject 
single-skin  vessels  to  examination  for 
operational  damage  which  may  permit 
cargo  or  fuel  oil  leakage.  Double-skinned 
vessels  in  fresh  water  service  may  go  6 
years  between  drydocking  if  their  condi¬ 
tion  as  determined  by  an  internal  inspec¬ 
tion  during  the  third  year  since  docking, 
permits. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  Title  46  of  the  Code 
of  Federal  Regulations  as  follows: 

(a)  By  amending  Part  31  as  follows: 

(1)  By  amending  §  31.01-l(a)  by 
striking  the  period  and  adding  the  words 
“and  33  CFR  Part  155,  Subpart  B.’’ 

(2)  By  revising  the  citation  of  au¬ 
thority  following  §  31.01-1  to  read  as 
follows: 


(R.S.  4418,  as  amended,  4433,  as  amended, 
4472,  as  amended,  4488,  as  amended,  sec.  11 
(J)  (1)  (C)  and  (D)  of  the  Water  PoUution 
Control  Act  of  1956,  added  by  the  Water 
Quality  Improvement  Act  of  1970  (84  Stat. 
91),  National  Environmental  Policy  Act  of 
1969  (83  Stat.  852);  46  U.S.C.  392,  411,  170, 
481,  33  U.S.C.  1161  (J)(l)  (C)  and  (D),  42 
U.SX:.  4321,  et  seq.;  E.O.  11548;  3  CTR,  1971 
Supp.,  p.  545;  49  CFR  1.46(m)) 

(3)  By  revising  §31.05-l(a)  to  read 
as  follows: 

§  .31.03—1  I»i.>.uanre  of  rertifirale  of  in- 
spor  I  ion — 'I'll  /  AIX. 

(a)  When  a  tank  vessel  is  found  to 
comply  with  law  and  the  regulations  in 
tills  subchapter,  and  applicable  provi¬ 
sions  of  subchapters,  E,  F,  J,  O,  and  Q  of 
this  chapter  and  33  CFR  Part  155,  Sub¬ 
part  B,  a  certificate  of  inspiection  shall 
be  i.ssued  to  it,  or  to  its  owners  by  the 
Officer  in  Charge,  Marine  Inspection. 

*  «  *  •  * 

(4)  By  adding  a  citation  of  authority 
following  §  31.05-1  to  read  as  follows: 

(Sec.  11(J)(1)  (C)  and  (D)  of  the  Water 
Pollution  Control  Act  of  1956,  added  by  the 
Water  Quality  Improvement  Act  of  1970  (84 
Stat.  91 ) ,  National  Environmental  Policy 
Act  of  1969  (83  Stat.  852);  33  U.S.C.  1161 
(J)  (1)  (C)  and  (D),  42  U.S.C.  4321,  et  seq  : 
E.O.  11548;  3  CFR,  1971  Supp.,  p.  545;  49 
CFR  1.46(m)) 

(5)  By  revoking  subparagraphs  (4) 
and  (5)  and  revising  subparagraphs  (2) 
and  (3),  of  §  31.10-20(a)  to  read  as 
follow's : 

§  .31.10—20  Drvdocking  or  liaiiling  out — 
TB/.\LI.. 

(a)  •  •  * 

(2)  Each  tank  vessel  that  operates  in 
salt  water  an  aggregate  of  less  than  6 
months  in  any  12-month  peiiod  since  it 
was  last  drydocked  or  hauled  out  shall 
be  drydocked  or  hauled  out  at  intervals 
not  to  exceed  36  months,  except  that  any 
tank  barge  that  operates  in  salt  water  an 
aggregate  of  less  than  3  months  in  each 
12-month  period  since  it  was  last  dry¬ 
docked  ne^  not  comply  with  this  sub- 
paragraph  until  after  April  3,  1973.  Each 
tank  vessel  that  (grates  in  salt  water 
an  aggregate  of  more  than  6  montlis  in 
any  12-month  period  since  it  was  last 
drydocked  shall  be  drydocked  or  liauled 
out  within  6  months  after  the  end  of  that 
period. 

(3)  For  double- walled  tank  barges 
that  operate  in  salt  water  an  aggregate 
of  less  than  1  month  in  any  12-month 
F>eriod,  the  OflBcer  in  Charge  of  Marine 
Inspection  may  authorize  the  substitu¬ 
tion  of  an  internal  inspection  of  the 
space  between  the  double  walls  for  the 
initially  required  drydocking  or  hauling 
out  and  for  each  alternate  drydocking 
or  hauling  out  thereafter. 

(6)  By  adding  an  authority  citation 
following  §  31.10-20  to  read  as  follows: 

(National  Environmental  Policy  Act  of  1969 
(83  Stat.  852);  42  U.S.C.  4321,  et  seq.) 

(b)  By  amending  Part  71  as  follow's; 

(1)  By  amending  §  71.20-15(a)  by 

inserting  the  words  “pollution  prevention 
equipment.”  immediately  after  the  words 
“pilot  ladders,”  in  the  second  sentence. 
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( 2 )  By  revising  the  citation  of  author¬ 
ity  following  §  71.20-15  to  read  as 
follows; 

(R.S.  4472,  as  amended,  sec.  2,  23  Stat.  118.  as 
amended,  sec.  2,  63  Stat.  496,  as  amended, 
sec.  633,  63  Stat.  545,  sec.  11(J)  (1)  (C)  of  the 
Water  Pollution  Control  Act  of  1956,  added 
by  the  Water  Quality  Improvement  Act  of 

1970  (84  Stat.  91),  National  Environmental 
Policy  Act  of  1969  (83  Stat.  852);  46  U.S.C. 
170,  2,  14  U.S.C.  2,  633,  33  U.S.C.  1161(J)  (1) 
(C) ,  42  U.S.C.  4321,  et  seq.;  E.O.  11548;  3  CPB, 

1971  Supp.,  p.  545;  49  CFR  1.46(m) ) 

(3)  By  adding  a  new  §  71.25-37  with 
an  authority  citation  immediately  fol¬ 
lowing  §  71.25-35  to  read  as  follows: 

§  71.23—37  Pollution  prcvenlioii. 

At  each  inspection  for  certification, 
the  inspector  shall  examine  the  vessel  to 
detei-mine  that  it  meets  the  vessel  de¬ 
sign  and  equipment  requirements  for 
pollution  prevention  in  33  CFR  Part  155, 
Subpart  B. 

(Sec.  11(J)(1)  (C)  and  (D)  of  the  Water 
Pollution  Control  Act  of  1956,  added  by  the 
Water  Quality  Improvement  Act  of  1970  (84 
Stat.  91 ) ,  National  Environmental  Policy  Act 
of  1969  (83  Stat.  852):  33  U.S.C/  1161(J)(1) 
(C)  and  (D),  42  U.S.C.  4321,  et  seq.;  E.O. 
11548;  3  CFR,  1971  Supp.,  p.  545;  49  CFR 
1.46(m)) 

(c)  By  amending  Part  91  as  follows: 

(1)  By  amending  §  91.20-15(a)  by  in¬ 
serting  the  words  “pollution  prevention 
equipment,”  immediately  after  the  words 
“pilot  ladders,”  in  the  second  sentence. 

(2)  By  amending  the  citation  of  au¬ 
thority  following  §  91.20-15  to  read  as 
follows: 

(R.S.  4472,  as  amended,  sec.  2,  23  Stat.  118, 
as  amended,  sec.  2,  63  Stat.  496,  as  amended, 
sec.  633,  63  Stat.  545,  sec.  11  (J)  (1)  (C)  of  the 
Water  Pollution  Control  Act  of  1956,  added 
by  the  Water  Quality  Improvement  Act  of 

1970  (84  Stat.  91),  National  Environmental 
Policy  Act  of  1969  (83  Stat.  852);  46  U.S.C. 
170,  2,  14  U.S.C.  2.  633,  33  U.S.C.  1161  (J) 
(1)(C),  42  U.S.C.  4321.  et  seq.;  E.O.  11548; 
3  CFR.  1971  Supp.,  p.  545;  49  CFR  1.46  (m) ) 

(3)  By  amending  §  91.25-10(a)  by  in¬ 
serting  the  words  “pollution  prevention 
equipment”  immediately  after  the  words 
“pilot  ladders,”  in  the  second  sentence. 

(4)  By  adding  a  citation  of  authority 
following  §  91.25-10  to  read  as  follows: 

(Sec.  11(J)(1)(C)  of  the  Water  Pollution 
Control  Act  of  1956  added  by  the  Water 
Quality  Improvement  Act  of  1970  (84  Stat. 
91),  National  Environmental  Policy  Act  of 
1969  (  83  Stat.  852);  33  U.S.C.  1161(J)  (1)  (C) , 
42  U.S.C.  4321,  et  seq.;  E.O.  11548;  3  CFR, 

1971  Supp.,  p.  545;  49  CFR  1.46(m) ) 

(5)  By  adding  a  new  §  91.25-38  with 
an  authority  citation  immediately  fol¬ 
lowing  §  91.25-37  to  read  as  follows: 

§  91.25—38  Pnllulion  prrvriilion. 

At  each  inspection  for  certification,  the 
inspector  shall  examine  the  vessel  to  de¬ 
termine  that  it  meets  the  vessel  design 
and  equipment  requirements  for  pollu¬ 
tion  prevention  in  33  CFR  Part  155,  Sub¬ 
part  B. 

(Sec.  11(J)  1)  (C)  and  (D)  of  the  Water  Pol¬ 
lution  Control  Act  of  1956,  added  by  the 
Water  Quality  Improvement  Act  of  1970  (84 
Stat.  91),  National  Environmental  Policy  Act 
of  1969  (83  Stat.  852);  33  U.S.C.  1161(J)(1) 


(C)  and  (D),  42  U.S.C.  4321,  et  seq.;  E.O. 
11548  ;  3  CFR,  1971  Supp.,  p.  545;  49  CFR  1.46 
(m)) 

(d)  By  amending  the  citation  au¬ 
thority  for  Subchapter  T  by  striking  the 
words  “,  unless  othenvise  noted”  and 
adding  the  words  “Additional  authority 
cited  with  regulations  affected.” 

(e)  By  amending  Part  176  as  follows: 

(1)  By  amending  §  176.05-5(0  by  in¬ 
serting  the  words  “pollution  prevention 
equipment,”  immediately  after  the  words 
“fire  extinguishing  equipment,”  in  the 
first  sentence. 

(2)  By  adding  a  citation  of  authority 
following  §  176.05-5  to  read  as  follows: 

(Sec.  11(J)(1)(C)  of  the  Water  Pollution 
Control  Act  of  1956,  added  by  the  Water 
Quality  Improvement  Act  of  1970  (84  Stat. 
91),  National  Environmental  Policy  Act  of 
1969  (83  Stat.  852);  33  U.S.C.  1161(J)  (1)  (C). 
42  U.S.C.  4321,  et  seq,;  E.O.  11548;  3  CFR, 
1971  Supp.,  p.  545;  49  CFR  1.46(m)) 

(3)  By  amending  §  176.05-10  by  in¬ 
serting  the  words  “pollution  prevention 
equipment,”  immediately  after  the  words 
“fire  extinguishing  equipment,”  and  by 
adding  a  new  paragraph  (b)  to  read  as 
follows: 

§  176.05-10  Siibscqiieiii  iii-ptM'liuiis  ft>r 
crrlilicaliun. 

***** 

(b)  Pollution  prevention.  At  each  in¬ 
spection  for  certification,  the  inspector 
shall  examine  the  vessel  to  deteiTnine 
that  it  meets  the  vessel  design  and  equip¬ 
ment  requirements  for  pollution  pi'even- 
tion  in  33  CFR  Part  155,  Subpart  B. 

(4)  By  adding  a  citation  of  authority 
following  §  176.05-10  to  read  as  follows: 

(Sec.  11(J)(1)  (C)  and  (D)  of  the  Water 
Pollution  Control  Act  of  1956,  added  by  the 
Water  Quality  Improvement  Act  of  1970  (84 
Stat.  91),  National  Environmental  Policy  Act 
of  1969  (83  Stat.  852);  33  U.S.C.  1161(J)(1) 
(C)  and  (D),  42  U.S.C.  4321,  et  seq.;  E.O. 
11548;  3  CFR,  1971  Supp.,  p.  545;  49  CFR  1.46 
(m)) 

(f)  By  amending  the  citation  of  au¬ 
thority  for  Subchapter  U  by  adding  the 
following  words:  “Additional  authority 
.cited  with  regulations  affected.” 

(g)  By  amending  Part  189  as  follows; 

(1)  By  amending  §  189.20-15(a)  by 
inserting  the  words  “pollution  prevention 
equipment,”  immediately  after  the  words 
“pilot  ladders,”  in  the  second  sentence. 

(2)  By  adding  an  authority  citation 
following  §  189.20-25  to  read  as  follows: 

(Sec.  11(J)(1)(C)  of  the  Water  Pollution 
Control  Act  of  1956,  added  by  the  Water 
Quality  Improvement  Act  of  1970  (84  Stat. 
91),  National  Environmental  Policy  Act  of 
1969  (83  Stat.  852):  33  U.S.C.  1161(J)  (1)  (C), 
42  U.S.C.  4321  et  seq.;  E.O.  11548;  3  CFR, 
1971  Supp.,  p.  545;  49  CFR  1.46(m) ) 

(3)  By  amending  §  189.25-10  by  in¬ 
serting  the  words  “pollution  prevention 
equipment,”  immediately  following  the 
words  “pilot  ladders,”  in  the  second 
sentence. 

(4)  By  adding  an  authority  citation 
following  §  189.25-10  to  read  as  follows: 

(Sec.  11(J)(1)(C)  of  the  Water  Pollution 
Control  Act  of  1956,  added  by  the  Water 
Quality  Improvement  Act  of  1970  (84  Stat. 
91),  National  Environmental  Policy  Act  of 


1969  (83  Stat.  852);  33  U.S.C.  1161(J)  (1)  (C). 
42  U.S.C.  4321  et  seq.;  E.O.  11548;  3  CFR, 
1971  Supp.  p.  545;  49  CFR  1.46  (m) ) 

(5)  By  adding  a  new  §  189.25-38  with 
an  authority  citation  immediately  fol¬ 
lowing  §  189.25-35  to  read  as  follows: 

§  189.25—38  Polhiiion  provriilloii. 

At  each  inspection  for  certification,  the 
inspector  shall  examine  the  vessel  to  de¬ 
termine  that  it  meets  the  vessel  design 
and  equipment  requirements  for  pollu¬ 
tion  prevention  in  33  CFR  Part  155,  Sub¬ 
part  B. 

(Sec.  11(J)(1)  (C)  and  (D)  of  the  Water 
Pollution  Control  Act  of  1956,  added  by  the 
Water  Quality  Improvement  Act  of  1970  (84 
Stat.  91),  National  Environmental  Policy 
Act  of  1969  (83  Stat.  852);  33  U.S.C.  1161  (J) 
(1)  (C)  and  (D),  42  U.S.C.  4321,  et  seq.;  E.O. 
11548;  3  CFR,  1971  Supp.,  p.  545;  49  CFR 
1.46(m) ) 

(h)  By  amending  Parts  10, 12, 105,  and 
187  Title  46  as  follows: 

(1)  By  adding  the  following  sentence 
as  subparagraph  (2)  of  §  10.02-9(a) ;  sub- 
paragraph  (2)  of  §  10.20-9(a) :  and  para¬ 
graph  (e)  of  §  187.15-1:  “Upon  the  first 
renewal  of  a  license  after  June  30,  1972. 
each  applicant  must  meet  the  knowledge 
requirements  for  an  original  license  on 
pollution  abatement.” 

(2)  By  amending  the  authority  cita¬ 
tions  following  §§  10.02-9  and  10.20-9  by 
adding  an  additional  citation  and  by  add¬ 
ing  a  new  authority  citation  to  follow 
§  187.15-1  to  read  as  follows: 

(National  Environmental  Policy  Act  of  1969 
(83  Stat.  852):  42  U.S.C.  4321,  et  seq.) 

(3)  By  adding  the  new  subject  “Pol¬ 
lution  abatement”  as  subject  number 
(7-a)  in  §  10.05-43(a) ;  (28-a)  in  the 
table  in  §  10.05-45(b) ;  (20-a)  in  §  10.05- 
47(a):  (13-a)  in  §  10.05-49(a);  <9-a)  in 
§  10.05-51(a) ;  (10-a)  in  §  10.05-52(a) ; 
(9-a)  in  §  10.05-58;  and  by  inserting  an 
X  in  each  column  for  the  new  subject 
“(28-a)  pollution  abatement”  in  the  table 
in  §  10.05-45  (b). 

(4)  By  adding  the  following  authority 
citation  following  §§  10.05-43,  10.05-45, 
10.05-47,  10.05-49,  10.05-51,  10.05-52,  and 
10.05-58  to  read  as  follows: 

(National  Environmental  Policy  Act  of  1969 
(83  Stat.  852):  42  U.S.C.  4321,  et  seq.) 

(5)  By  adding  the  following  sentence 

to  §§  10.05-53:  10.05-55;  10.05-57;  10.05- 
59;  as  (c-1)  of  §  12.05-9;  as  (e)  of 
§12.10-5;  to  §12.20-5;  as  (a)  (10)  of 
§  105.60-10;  (a)  (8)  of  §  187.20-10;  (a)  (8> 
of  §  187.20-15;  (a)(8)  of  §  187.20-17; 
(12-a)  of  §  187.25-20(a) ;  (12-a)  of 

§  187.25-2(a):  and  (4-a)  of  §  187.25-25 
(a) ;  “The  applicant  must  demonstrate 
to  the  satisfaction  of  the  Officer  in 
Charge,  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup  and  methods  for  disposal  of 
sludge  and  waste  material  from  cargo 
and  fueling  operations.” 

(6)  By  inserting  an  X  in  each  column 
for  the  following  new  subject  (29-a)  in 
table  12.15-9 (b) :  29-a  Pollution  laws  and 
regulations,  procedures  for  discharge 
containment  and  cleanup,  and  methods 
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for  disposal  of  sludge  and  waste  from 
cargo  and  fueling  operations. 

(7)  By  adding  an  authority  citation  to 
follow  If  10.05-53,  10.05-55,  10.05-57, 
10.05-59,  12.05-9,  12.10-5,  12.15-9, 

12.20- 5,  105.60-10,  187.20-10,  187.20-15, 

187.20- 17,  187.25-20,  187.25-21,  and 

187.25-25  to  read  as  follows; 

(National  Environmental  Policy  Act  of  1969 
(83  Stat.  8521;  42  U.S.C.  4321,  et  seq.) 

<8)  By  adding  the  following  new  sub¬ 
jects  to  the  table  in  |  10.10-4<b)  and  by 
inserting  an  X  in  each  column  for  each 
new  subject: 

Pollution 

78.  Pollution  laws  and  regulations. 

79.  Discharge  containment  and  cleanup. 

80.  Disposal  of  sludge  and  waste. 

81.  Loading  and  transfer  of  bunkers. 

82.  Bilge  and  ballast  disposal. 

(9)  By  adding  an  authority  citation 
following  I  10.10-4  to  read  as  follows: 


PROPOSED  RULE  MAKING 

(National  Environmental  Policy  Act  of  1969 
(83  Stat.  852):  42  U.S.C.  4321,  et  seq.) 

(10)  By  adding  the  subject  “pollution 
abatement”  as  new'  paragraphs  (b)  (2) 
(vui) ;  (c)  (8) :  and  (e)  (7)  of  §  10.15-31. 

(11)  By  adding  an  authority  citation 
following  §  10.15-31  to  read  as  follows; 

(National  Environmental  Policy  Act  of  1969 
(83  Stat.  852):  42  U.S.C.  4321,  et  seq.) 

(12)  By  adding  the  following  new  sub¬ 
division  (vii)  to  I  10.20-5  <b)  (1) : 

§  10.20— !>  I’rofe^isioniil 

(b)  •  •  * 

(!)•*• 

(vii)  Pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup,  and  methods  for  disposal  of 
sludge  and  waste  material  from  cargo 
and  fueling  operations. 

*  •  *  *  * 


(13)  By  adding  an  authority  citation 
following  §  10.20-5  to  read  as  follows: 

(National  Environmental  Policy  Act  of  1969 
(83  Stat.  852);  42  U.S.C.  4321,  et  seq.) 

These  amendments  are  proposed  under 
the  authority  of  (R.S.  4405,  as  amended. 
R.S.  4462,  as  amended,  section  11(J)(1) 
(C)  and  (D)  of  the  Water  Pollution  Con¬ 
trol  Act  of  1956,  added  by  the  Water 
Quality  Improvement  Act  of  1970  (84 
Stat.  91),  National  Environmental  Policy 
Act  of  1969  (83  Stat.  852),  sec.  6(b)(1), 
80  Stat.  937;  46  U.S.C.  375,  416,  33  U.S.C. 
1161(J)(1)  (C)  and  (D),  42  U.S.C.  4321, 
et  .seq.,  49  U.S.C.  1655(b)  (1) ;  E.O.  11548; 
3  CFR,  1971  Supp.,  p.  545;  49  CFR  (b) 
and  (m) ) . 

Dated;  December  15,  1971. 

C.  R.  Bender, 

Admiral,  U.S.  Coast  Gttard, 
Commandant. 

[FR  Dcxr.71-18642  Filed  12-23-71:8:45  am] 
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•  Availability  of  speakers  and 
films  for  educational  and 
civic  groups 

This  handbook  is  an  indispensable 
reference  tool  for  teachers,  students, 
librarians,  researchers,  businessmen, 
and  lawyers  who  need  current 
official  information  about  the 
/  U.S.  Government. 
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